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JOBBER LEADERS from many parts of the country, shown at National Oil Jobbers Council 
meeting in Houston last week, met to outline jobber association activities and plan the Independ 
ent’s role in a mobilization economy. (Report on the meeting appeared in NPN March 14, page 21.) 


F. A. Bean Presents the Case for ‘Inside’ Station Restrooms—Page 30 


Ton-Mile Taxes Keep Trucks From Carrying Full Defense Load—Page 45 





Mt loading FUEL OIL at marine terminals 


RUGGEDNESS 
COUNTS! 


Brodie BiRoter Meter and 
strainer with capacity of 800 
gallons per minute at U. S. Naval 
Fuel Supply Depot, Point Molate, 
Richmond, California quickly re- 


7 . paid its cost in time saved over 
— with BRODIE BiRotor METERS previous tank gauging methods. 
In the transfer of fuel oil and other petroleum products at marine 
terminals, consistently accurate measurement of exact gallonage 
is an important phase of marine loading operations. In addition 
to high sustained accuracy, Brodie BiRotor Meters are ruggedly 


built of welded all-steel housing for greatest strength and dur 
ability to withstand shocks and vibrational strains. Maintenance, 





too, is no problem as their compactly assembled and readily inter- 
changeable measuring elements permit quick easy inspection and 
periodic cleaning —without disturbing existing line connections 
For maximum service in continuous high-capacity operations, 
investigate Brodie BiRotor Meters, today. Write for full details 


ALL-STEEL 


Bropie Biko” METERS 


RALPH WNW. BRODIE CO., INC. . 6ist & LOWELL STREETS, OAKLAND 8, CALIFORNIA, U.S.A. 
Division Offices: 550 SO. COLUMBUS AVE, MT. VERNON, N.Y. - 59 E. VAN BUREN, CHICAGO 5S, ILL. - 302 SO. PEARL STREET, DALLAS, TEXAS 
72) Oh AVE, NW. SEATTLE 9, WASH. « 2101 S. SAN PEDRO, LOS ANGELES Ii, CALIF. + REPRESENTATIVES AND STOCKS IN ALL PRINCIPAL CITIES 
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between gasoline and “ETHYL” gascline! 


me 
—— oT 


My 


7] 
| I 
4 


en ng nd mee ew 


re et BT yer 
a a Thi 
‘Se , 


ETHYL ADVERTISING 
NEVER TAKES TIME OUT 


Month after month, year after year, Ethyl advertising is on the job helping 
you to sell more of your best gasoline. This year Ethyl’s “powerful difference” 
advertisements are running nationally in an expanded schedule of magazines 


that reach 56,000,000 readers every month. 


ETHYL CORPORATION, NEW YORK 17, NEW YORK 


00 soluble @ye = benzene hexachioride (techaica!) 
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Predects sold ender the “ETHYL” trade-mark: antiknsch compounds. . salt coke ethylene dichloride —_ sedeum | metailic) Chierine | quid 
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PREVENT COSTLY 
VAPOR LOSS and 


BUCKLING with 


There's a Vapor-Saving OPW Tank Vent for 
every purpose. They are your INVESTMENT against high vola- 
tile vapor loss due to product expansion and temperature 
variation. Weighted to specifications, they trap and hold 
vapors and release only at set pressures, which insure maximum 
protection and dollar dividends. Double 
mesh screen... readily accessible for 
inspection, prevents flame from 
following vapor into tank 
maintains bulk storage safety 
at the highest level. [a * 


So = 


% 
OPW No. 95—precision ma- > 
chined, product engineered : 


rf 
for lifetime use, characterizes *% , 4 m 
s 
CJ 


OO Oe Ls. 


the rugged, simple construction 
common to all OPW Tank Vents. 
Available: 2" - 3" - 4" - other 
types in sizes to 10". 


OPW MANUFACTURES VENTS Send for the OPW Tank Venting and Emer- 
FOR ALL SIZES and TYPES OF TANKS gency Relief Recommendation Chart! 


Small Farm Under-ground Above-ground 
Home-Storage Tanks Skid Tanks Storage Tanks Storage Tenks 
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Contact your OPW jobber (in all principal cities). 
Uf jobber cannot supply you mail coupon. 





OPW CORPORATION 


2735 Colerain Ave Cincinnati 25, Ohie 


I'm interested in more detailed information 
on OPW Tank Vents. 


Name : , 
sone CORPORATION 
VALVES '@ FITTINGS @ ASSEMBLIES 
Address for handling hazardous liquids 
City __State - 2735 COLERAIN AVE 
CINCINNATI! 25, OHIO 
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Know Your Oil Laws: 


Protect Your Business 
In an Armed Camp Economy 


Now, and in the months ahead, you and 
your employes should know the regulations 
that govern your business. Ignorance and 
misunderstanding are no defense before 
the law 


To aid you in knowing quickly about these 
government laws, we are reactivating 
Platt’s OIL-Law-GRAM Reports. This is 
the law reporting service that brings you 
the complete texts of Government regula- 
tions, amendments and supplements issued 
from any and all agencies exercising juris- 
diction over oil and oil products 


OIL-Law-GRAM is the only exclusive oil- 
law-reporting service. It is now being 
made available on a subscription basis and 
here is what you buy when you subscribe 
to Platt’s OIL-Law-GRAM Reports 


with your initial order only, you 
will receive a black leather three- 
ringed binder, into which you can fil 
your Reports for easy reference. 


you will be furnished a monthly 
OIL-Law-GRAM Index to help you in 
finding material easily and 
quickly 


Sper ific 


you will be 
a complete 
published since 


with your initial order 
sent, without extra charge, 
file of the 66 
1950 


Issucs 


October 3 


as part of the total package 
ind included in the subscription price 


Send us your subscription order today. 


all subscribers will receive copies of 
certain basic regulations released since 
October 3, 1950, but not yet published 
in OIL-Law-GRAM form. 


.OIL-Law-GRAM Reports will be 
published immediately as new regula- 
tions, amendments, supplements and 
or corrections are issued from any of 
the government agencies exercising 
jurisdiction over oil or oil products. 
At times, two or three Reports may be 
published in a single day; sometimes, 
two or three days may elapse between 
Reports. The frequency of issue is en- 
tirely dependent upon government ac- 
tivity. 


. . .Delivery of OIL-Law-GRAM will 
be by FIRST CLASS MAIL, either 
surface or airmail, whichever is faster 
for each individual subscriber. Post- 
age costs are included in the subscrip- 
tion price. 


Orders are being accepted now, for the 
period April 1, 1951, through July 31, 1951, 
at a rate of $30.00 per subscription. Dur- 
ing this four-month period, the publishers 
will study the volume of regulations eman- 
ating from Washington and determine, on 
the basis of this volume, the costs neces- 
sary for providing service to the number 
of subscribers who desire it Thus, an 
equitable annual subscription price can be 
set 

Write 


.Wire. . .Telephone. 


Platt's OIL-Law-GRAM Reports 


1213 West Third Street 


Cleveland 13, Ohio 














AHEAD OF THE NEWS 





SLIGHT UNFREEZE—-Some Midwest jobbers report 
an apparent tendency on the part of local offices of 
National Production Authority to permit construction 
of new service stations if sites had been leased or 
purchased specifically for that purpose before the 
construction freeze order wa8 “issued last January. 
They received a favorable ruling by proving that they 
had definite plans for erecting a new station within 
a short time after acquiring the land, and that they 
would be losing money on the idle property unless 
they were able to proceed with construction. In one 
case, an oil company purchased a site which con- 
tained some rental buildings. It had evicted the 
tenants and started to teag down, the building to 
make way for a new station when the NPA freeze 
order came through. The company proved it was los- 
ing the rental income and wouldn't be able to make 
it back unless permitted to erect the station. The 
company then was allowed to start construction of 
the station. 


MONEY IN MOWERS If power lawn mowers con- 
tinue to catch the public fancy as they did last season, 
look to see more of them sold im sérvice stations. 
Some TBA specialists in the oil industry think that 
power mowers would make a good, profitable sideline 
for dealers, since they have the kind of {gel and serv- 
icing requirements easily understood by the average 
station operator | < 


TUG OF WAR —- Office of Price Stabilization has 
perked up its ears at rumblings from New York that 
tug and barge operators consider themselves exempt 
from the general price freeze and are boosting their 
rates. OPS has heard that the tugs and barges con- 
tend they are common carriers and, like railroads and 
common carrier trucks, not subject to government 
price ceilings. The price control agency does not 
share the views of the tug and barge operators, but 
has not yet determined just what it can do about 
the whole situation % 


e¢e 


° 
National Security Resources 
Board, which once was in the mobilization program 


BACK TO POWER 


saddle, may again emerge as a top defense agency. 
NSRB recently has seen practically all of its staff 
migrate to the Defense Production Administration to 
take over policy-making posts there However, NSRB 
now reportedly has put in a request for authoriza- 
tion to establish some 130 new high-ranking policy 
posts. This could mean that the board would again 
come into co-ordinating position, but might not neces- 
sarily be the highest ranking preparedness agency 


50 MILLION ON THE ROAD~—-Registration of motor 
vehicles on U. S. highways is almost certain to hit 
the 50 million mark by June or July, perhaps even 
sooner. On the basis of 1950 registration figures, 
automobile production figures through February of 
this year, and allowing for exports and wcrappage of 
old cars, an NPN compilation indicates current motor 
vehicle registration is approximately 49,460,000. In 
spite of production cutbacks among auto makers, and 
unless output of vehicles is shut off entirely within 
the next two months, the car and truck manufactur- 
ers will have no difficulty turning out a little more 
than a half million units between now and summer 


and certainly by the end of the year 


HIGHWAY TAXES-—-Highway user groups fighting 
the Treasury Department's proposals for doubling 
the present federal gasoline tax of 1.5¢ a gal. and 
hiking excise taxes on new automobiles from 7‘) to 
20% appear to have found strong champions in Rep- 
resentatives Doughton (D., N. C.), chairman of the 
tax-writing House Ways and Means Committee, and 
Reed (R., N. Y.), ranking minority committee mem- 
ber. The former has expressed reluctance to put ad- 
ditional financial burdens on rural families that must 
use automobiles daily for essential services, while the 
latter is doubtful over the advisability of imposing 
increased tax loads on another vital segment of the 
economy—-defense plant workers. American Auto- 
mobile Assn., which has been leading the battle 
against higher motorist levies—-in the absence of con- 
certed opposition from the oil industry itself, has 
told the committee that car owners now bear a total 
tax burden of $4¢Wllion which the Treasury proposes 
to boost to $5.6 ion 


OIL CONVERSION BAN?--White House will prob- 
ably get soon a request from New England congress- 
men to place a ban on conversion of government 
buildings from coal to oil heating. Such a restric- 
tion was put into operation during the 1947-48 short 
supply situation, but was lifted shortly after the end 
of that heating season 


WORTH WATCHING Oil industry's asphalt men 
look to the New Jersey Turnpike to prove something 
they have contended for a long time—that is, flexible 
asphaltic concrete roads can be built as strongly or 
stronger than concrete and at a lower cost. The 
turnpike will be of asphaltic concrete, designed to 
carry 36,000 lb. axle loads and at a cost of about 
$50,000 per mile less than concrete. Also, special at- 
tention is being given to proper design and adequate 
subgrade to avoid often-repeated error of building a 
concret« 


or asphalt “bridge” over a mud puddk 
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Buckeye’s New “Twist-Of-The-Wrist” Fill Cap 


@Buckeye's No. 871 “PresTite” Fill Cap is 
all-new ... all-brass ... the simplest 
cll-around protection ever devised against water 
seepage. It slips on or off quickly and easily— 
seals tightly without the use of tools. 
Location of sealing surface prevents damage 
during filling or handling. Threadless construction 
guorantees safe service year after year. 
Here's how it works: 

A removable, durable "O” ring 
inside the “PresTite” cap 
forms a slip-fit against the 
sealing surface on the body. 
A twist of the wrist, and the cap 
is fastened on—forming a perfect 
seal. Another twist, and it's off— 
ready for filling. Buckeye 
No. 871 “PresTite” can be used 
with or without a manhole-type 
flush box. It is available in 2, 
22, 3 and 4-inch sizes. 


PATENTS 
PENDING 


“PresTite” design is extremely adaptable 
for tight fills. More about this . . . soon! 


BUCKEYE IRON & BRASS WORKS 
P.O. BOX 883 * DAYTON 1, OHIO 
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Everyone Attends Fuel Policy Hearings 


But the Senate Committee Calling Them 


By Herbert A. Yocom, Washington Editor 


Senator Joseph C. O'Mahoney was 
a picture of concern when the ap- 
pointed hour for his much-heralded 
roundtable discussion on a national 
fuels policy arrived the other day 
and not a member of the Interior 
Committee showed up excepting him- 
seif 

The senator had wanted this to be 
quite a show, in keeping with the 
importance of the subject matter 
But it would be anything but that 
if only he—as chairman—were there 
to face and interrogate the assem- 
bled battery of oil, gas and coa] men. 

Mr. O'Mahoney, of course, has con- 
ducted one-man hearings on occasion 
in the past. So have many other 
senators, and members of the House, 
too. That sort of thing happens 
quite often, in fact. And, when it 
does, it can be taken pretty much 
for granted that there’s a general 
lack of interest on the part of the 
absentees in what is about to tran- 
spire; may even be regarded as in- 
dicating that, in the end, Congress 
will wind up by doing absolutely 
nothing about whatever is involved. 

No wonder then that Senator 
O'Mahoney, on arriving at 10 a.m 
for this particular hearing and not- 
ing the prospect of performing all by 
his lonesome, immediately bestirred 
himself to fill those empty chairs at 
the committee table It was quite 
something to watch 

First the senator ordered the seat- 
ing arrangement changed around 
Then he strode into a nearby tele- 
phone booth. At 10:13 am.-—after 
five minutes in the booth—he occu- 
pied his chair at the table. One min- 
ute later, Mr. O'Mahoney began call- 
ing the roll of industry witnesses 
Twelve out of the 15 invited an- 
swered present, which was mighty 
fine, observed the senator “Now,” 
he added, “if we only had the com- 
mittee here we'd have a seminar 
get some education.” 

A few more minutes passed, but 
still no other senator showed So 
back in the phone booth again at 
10:21 went the senator from Wyom- 
ing At 10:25 he was still there 
busy calling numbers, when, lo and 
behold, in walked Senator Zales N 
Ecton of Montana Out from the 
booth burst O’Mahoney to grip Ecton 
by the hand (they hadn't seen each 
other since the day before and then, 


MARCH 21, 1951 


after once again occupying the chair, 
to at last proclaim at exactly 10:30 
a half-hour behind schedule 

“Now that the chairman is no 
longer alone, we'll start the hearing.” 

So, under such inauspicious circum- 
stances, began a congressional in- 
quiry that could affect the whole 
future of the fuel business 


NOTE: While attendance at com- 
mittee sessions is usually a good in- 
dex of senatorial interest, or the lack 
thereof, one shouldn't write off this 
investigation just because of Senator 
O’Mahoney’s first day difficulties. The 
senator himself is completely sold on 
the asserted need for reappraising all 
the energy sources, with a view to 
recommending a “national fuels pol- 
icy,” and may be counted upon to 
carry the project through to com- 
pletion. Not to be forgotten, either, 
is the fact that the inquiry has ad- 
ministration backing, or that the 
coal industry is vigorously behind the 
thing, too. 


. > > 


When World War II had run its 
course, Harold L. Ickes was profuse 
in his praise of the job that had been 
done by the petroleum industry. Lis- 
tening to him now, however, one can 
appreciate that he didn’t mean a word 
of it so far as the industry was con- 
cerned; that really all he was doing 
was patting himself on the back for 
having been head of "PAW. Harken 
to the old rascal, as he speaks before 
the recent convention of the “Ameri- 
cans for Democratic Action” 

“I challenge any one to show at 
any point along the long corridor of 
history such improvidence, waste, and 
outright thievery as can be read in 
the bold-face type in which the chron- 
icle of the ruthless development and 
use of American oil has been written 
American oil companies, generally 
speaking, have no feeling of deference 
for their government and show no 
consideration to the American peo- 
ple. It is a case of grabbing while 
the grabbing is good.” 

Long ago, in a book, Ickes identi- 
fied himself as a ‘curmudgeon.’ 
Webster's unabridged dictionary says 
a curmudgeon is “an avaricious 
grasping fellow; a miser; niggard 
churl.” By that standard, and if the 
industry's record is like what he says, 
“Honest Hal” sure has been in the 
wrong business all these years 


all on your side. 


when you sell Skelly products! 


You're looking ot the “champs” in petroleum 
product selling power! 


Six mornings @ week, Skelly brings Alex 
Dreier to the NBC microphone with the firse 
network news analysis of the day 


At the seme time, your customers hear con- 
vincing Skelly sales messages delivered by 
Announcer-Salesman Bob Murphy—and they 
act on his advice! 


Seturdeys—it s Lloyd Burlingham, nationally 
known farm authority, with his popular pro 
gram featuring the famed Skelly Agricultural 
Achievement Award 


You cash in on the popularity of this power- 
ful radio “team” when you sell Skelly Prod- 
ucts. Find out what's in a Skelly Franchise for 
you! Call or write for all the facts. 


SKELLY OIL COMPANY 


Marketing Headquarters > Kansas City, Missouri 
Wholesale Division Offices: Konsos City + Chicoge 
Minneapolis * Omahe + Denver * Dollos 








THE GULF RESEARCH CENTER, near Pittsburgh 
Pa., comprises more than 40 buildings and 
employs more than 1500 scientists and other 


operating personnel Cra 


Almost every imaginable type of research f 


from ‘‘pure’’ science to product testing, is done GULF 
Here is another example of how the Gulf Oil 1901 


Corporation is intensifying its efforts to further 


improve products which will guarantee better Ce 


verformance for the motorist and thus PETROLEUM * PRODUCTS 
pert t Pacnconemetmscsater sath eer 


automatically result in more and more sales fo 
the Gulf Dealer 


GULF OIL CORPORATION + GULF REFINING COMPANY + GULF BUILDING, PITTSBURGH, PA. 
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KIND OF TRUCK vaeee 





THOUSANDS OF OWNERS... in all lines of 


business, large and small... have proved how 





extra profitable the White 3000 is in service. 


Drivers prefer it overwhelmingly. Functional 





design gives it passenger car driving ease in traffic. 





GREATER MAMLUVERABILITY MORE PAYLOAD — SHORTER LENGTH 


a 


Lower frame height makes loading and unload- 





ing easier, quicker. The driver enters and leaves 


= 
és 


Vax 2) 
, : ‘ ‘ { « | 
the cab in an easy motion. Years ahead, the t hereemmanti “| _ yo xo) 
> -cemen | a “i 
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White 3000 saves costly time on every trip— MEW CAB SAVES DRIVER Trt OTTER WeLITY — sarery 
enough to measure in tangible dollars and in 


more deliveries at the end of every day. 


Ask your White Representative 


THE WHITE MOTOR COMPANY for a Demonstration 


Cleveland L, Ohio in Your Service. 


FOR MORE THAN 50 YEARS THE GREATEST NAME IN TRUCKS 





in winter's cold 
Or summer's heat 


Millions of car owners are seeing this 
advertising — keyed right to their interest in 
"Keeping the Power they Bought” 





Month after month, the best oil Customers in your 


area are reading this powerful, timely advertising KEEP THE POWER YOU BOUGHT 
Month after month, they are being sold on the 


superior qualities of 100% Pure Pennsylvania 
Motor Oil 


They know that they may have to continue using 

















their cars for a longer time than they would like 


to, and they're seriously interested in giving their 
engines the best possible care. They will buy 
your Pennsylvania Oil if your dealers let them 


know where to buy PENNSYLVANIA 


BUY 100” Pure 








Keep the Power 


= 


[ BRAND NAME | , " 





100. PURE 


) connersema New Local Selling Program 
mr < Ready to Work for You! 
tne LWAMLA 


mm Got there on LESS Ol! Put a reminder right betore their eyes! Use 


the new tie-in promotion program prepared 








by the Pennsylvania Grade Crude Oil Asso- 
ciation. Make your dealers Pennsylvania oil 
“headquarters” in their communities and turn 


customer preference into extra profit for you! 








r protection, only oils made from 
yre Pennsylvania Grade Crude which 

g'd quality requirements cre en- 

titled to carry this emblem, the registered 
rdge of source, quality and membership 


vr Association 


PENNSYLVANIA GRADE CRUDE OIL ASSOCIATION 
Oll City, Pennsylvania 








PROVED SUPERIOR 


UNDER ACTUAL WORKING CONDITIONS 


Repeat Order After 
Repeat Order 
Expresses the 


Satisfaction 
of Users 





M°CDONALD 


LOADING ARM ASSEMBLY 


(Plate 214—Size 3") 


Balanced Design, Special Features, Bring New Efficiency to Loading 


A DESIGN FOR TROUBLE-FREE LOADING 


SWING JOINT FEATURES ARE EXACTLY THE SAME AS 
OUR WELL KNOWN MASTER SERIES—CONCENTRIC 
DESIGN 

RANGE—7 ft. closed to 11 ft, 
center line of riser 


DIVIDED COUNTER-WEIGHTS—cannot strike riser. 


extended—measured from 


SOLDERLESS JOINTS on entire brass slide sleeve assem- 
bly—assures easy replacement and stronger construction 


BOLTED STUFFING BOX on slide sleeve—easily adjusted 
and repacked—oversize bearing area assures easy opero- 
tion 

FELT WIPING GASKET—easily replaced—keeps slide tube 


clean—increases life of tube ond packing. 
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ALUMINUM OUTBOARD SWING JOINT 
drop tube hangs vertically 


concentric design 


DETACHABLE HANDLE—operates slide sleeve and drop 
tube. 


SHOCK-PROOF LOADING LINE VALVE equipped with 
effective VACUUM BREAKER 


Write for prices and further detoils of the new McDonald 
Loading Arm Assembly 


A. Y. MSDONALD MFG. CO. 
The Home of the Swing Joint 
Dubuque, lowa 


There's a McDoncld Branch or Distributor Neor You 


M¢£ DONALD 








RICHFIELD 


What should an Independent Distributor look for in a Supplier? 


Quality of Product? — 


Richfield’s modern products are unexcelled in Qual- 
ity and Performance. 


Service ?— 


Richfield offers you advertising support, merchandising aid and 


expert marketing counsel, all tailored to the needs of the Inde 
pendent. 


Protection ?— 
Richfield markets exclusively through Independent Distribu 


tors like yourself, each operating in a Franchised Territory 


The Richfield Franchise may be the answer to your problems. 


Get the facts 
today 


RICHFIELD 


OIL CORPORATION OF NEW YORK 


542 FIFTH AVENUE, NEW YORK 19, N.Y. 








(1G, 


Serving the Eastern Seaboard from Maine through the Carolinas 
10 
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The EXTRA gallons they haul 


cut your investment dollars 


Your cost for hauling a gallon of liquid depends on 
load capacity, fuel consumed, time consumed, main- 
tenance and repair charges, and labor . . . plus the 
amortization of equipment 

This Highway trailer tank boosts load capacity 
and cuts fuel cost through lighter weight, cuts over- 
all time and lowers maintenance and repair charges 
through better design and uncompromising quality 
in construction. 

Your profits rise because your costs go down 

This is not only a handsome rig, it is made to 
do a better job because it is a better tanker—the 
best that thirty-five years’ experience has taught us 
to build 


HIGHWAY TRAILER COMPANY .- 











PLANTS AT 
Edgerton. Wisconsir 
Stoughton, Wisconsin 


Cincinnati, Ohi 


HIGHWAY 
TRAILERS 


Strong Light—tank is lightweight, hi-tensile, low alloy tank 
steel. Built to 1.C.C.-M.4 
fications. Bubble dished heads, with new-design reinforcing 
braces. Strongest, most leakproof construction known 


403 material and construction speci- 


Clean—fully enclosed top flashing protects manholes, prevents 
spillage from defacing exterior of tank by drain discharge 
through tank 


Safety doors—located in trim skirting at side rear give maxi 
mum availability, prevent hose dropping out accidentally 

Load control—18" to 42” adjustment (fore and aft) of upper 
Sth wheel plate equalizes load distribution to different tractors 


Trim—removable, clipped-on skirting easy to repair or replace 
if damaged. Cuts maintenance cost 

Quick drain. easy haul—new bottom design gives lower cen- 
ter of gravity, maximum maneuverability, lessens drag. Quick 
draining sumps empty tank to last drop 


Headquarters: Edgerton. Wisconsin 


MANUFACTURERS OF 
Trailers, Trailerized Tanks 
and Truck Tanks ° Utility 
Truck Bodies * Earth Bor 
ing Machines * Pole and 
Cable Reel Trailers * 
Winches * Power Take 


offs * Service Accessories 


DESIGNED. BUILT. SERVICED— «Ausf a Little hetter_ 
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Gasoline Stocks Per Vehicle Higher 
Than 1950, Below 12-Year Average 


Kefinery and terminal stocks of  @ gain in stocks per motor vehicle 
gasoline as of March 10 totaled 139 f O8 gals. (see refinery operation 
million Dbis.. or an estimated 120.5 table below) 
gals. per motor vehicle registered in Compared to a year ago, total gaso- 
l' S This represents a gain in total line stocks are up 3,650,000 bbls. while 


ka of 847,000 bbls. since Feb. 10 stocks per motor vehicle are up 2.7 


Clean drums 


THERE'S NONE OTHER LIKE IT - this new Gilbarco Drum Rinser that 
leans the interior of any standard 55-gallon metal drum within 
thirty seconds to one minute 


SHARP, JET-LIKE SPRAYS OF SOLVENT are forced over every inch 
of imterior surface through a lightweight double-tube nozzle 
Simultaneously the used liquid is pumped up through the inner 
tube and 1s filtered through a large strainer before it returns to 
the supply tank. The cycle continues until the nozzle is shut off. 
Even sand and large particles of solid matter that cannot be 


removed by draining are dislodged and carried away 


THE GILBARCO DRUM RINSER saves time and expense. It’s easy to 


install _ no piping, no air lines 

just one electrical connection. And 

it's built to Jast! e 
WRITE NOW FOR FULL INFORMATION 

GUBERT & BARKER MANUFACTURING CO 


West Springfield, Mow * Toronto, Conade 


gals. However, gasoline stocks per 
vehicle still have to reach the 1940 
level of 124 gals. for March. Con 
pared to 1947, when a tight gasoline 
supply was experienced, the March 
10 supply curently is somewhat in 
proved—-120.5 gals. per vehicle as 
against 119.3 for March, 1947 
For a 12-year period, gasoline 
stocks per motor vehicle registered 
for March is about 123.1 gals. For 
February the average is 122.2 gals 
and for April averages about 119.1 
gals 
Average Gallons of Gasoline Stocks 
Ver Motor Vehicie 
End of Kad of 
Feb. April 
134.0 
115.5 
129.4 
121.4 
121.4 


INn@wor ae 


- 


Historically, on the average, gas¢ 
line stocks per motor vehicle I 
March have amounted to about 19 
of the average total gasoline con 
sumed per vehicle per year 
March 10, gasoline stocks 
hicle amount to about 16.9 

msumed per car per year 
when spot gasoline shortages 
encountered, the March stocks 
vehicle averaged about 119.3, or about 
16° of the average vehicle's total 

msumption for the year 

A study of figures for this 12-year 
period makes clear the patterr 
withdrawal of stocks to meet spring 
and summer motoring demands. Ex 
cept for the war years, the patterr 
has been fairly consistent. In only 
three years were end-of-April gas« 
line stocks higher than they were at 
the end of February 1940, 1941 ar 
1944 


Comparative Total Gasoline stocks 
(000 Bbis.) 
Bbis. Fad Rbis. End Bbis. End 
Vear of Feb of March of April 


he 


Although gasoline stocks per 
hicle as of March 10 were below the 
1940 total, they did represent an all 
time high in total stocks—for the 





third straight week. Inventories of 
kerosine and residual gained also, 
while distillate stocks continued to 
decline. API refinery ‘operation sta- 
tistical report follows 


(U. S, tetals—B. of M_ basis) 


Eaded Ended 
Production Mar. 10 Mar. 3 
(thousands of 
Crude runs—-daily avg DOE 
Foreign crude included 
Percent operated 
Gasoline 
Kerosine 
Gas oll & dist. tue 
Residua! fuel 


Stocks 


Finished & unfinished 
gasoline 
Kerosine 12.802 
Gas of] & dist fuel 46.022 7,560 1 
Residua] fuel of 35.244 38.068*° 1h 


* Revised due to error by reporting mpany 


Texas Allowable Hike—The Texas 
Railroad Commission boosted April 
production allowables in their state 
by 76.400 b/d at a hearing March 15 

at the same time warning against 
producing at too fast a rat« 

The new allowable averages 2,878,- 
550 b/d, not counting the normal 
buildup of 10,000 b/d weekly from 
new wells and natural gasoline pro- 
duction Fields generally will pro 
duce 23 days in April, the same as 
in March. This increases the daily 
average, because April is a 30-day 
month 

Caution against over-production 
was urged by Commission Chairman 
Olin Culberson and Commissioner 
William Murray, Jr. Both called at- 
tention to spring declines in refinery 
operations, which normally reduce 
runs about 250,000 Runs decreased 
230,000 b/d last week, Mr. Culber- 
son pointed out, adding 

“I don’t want to see us repeat 
1949 and 1950 performances of feast 
to famine allowables , 

Commissioner Murray said that 
nearly all this country’s reserve oil- 
producing capacity lies in Texas, and 
needs to be protected for an emergen- 
cy. “We will be hard-pressed for oil in 
a short period if we have to slow 
down on drilling,’ asserted Mr. Mur- 
ray “If imports were stopped, we 
would be 250,000 to 300,000 b/d in the 
hole now.” He remarked that most 
Texas fields probably could not pro- 
duce efficiently more than 26 days 
monthly, and stated: “We hate to use 
up the last reserve we've got, short 
of dire emergency 


Imports of crude oil and products 
in January topped the million b/d 
mark for the first time, rising to an 
average of 1,013,300 b/d—77,000 b/d 
higher than the previous record 
month of December 1950, according 
to a NATIONAL PETROLEUM NEWS com 
pilation of Census Bureau statistics 

Main impetus to the new push came 
from residual fuel oil imports, which 
climbed to record heights for the third 
onsecutive month in January, av 
aging 455,000 b/d or 42,600 bed « 


Continued on p. 15 


The name INLAND 


means Quality Containers 


Here's the best shipping insurance you can 
buy — the most durable drums and pails made 
anywhere today — Inland Steel Containers 

Protect your product if} transit, or in stor- 
age with these leakproof, sift-proof, airtight 
containers. Add sales appeal with colorful 
Inland lithography. 

It's better to ship in steel — and best to 
specify Inland Steel Containers, Write for 
complete information. 


> STEEL CONTAINER COMPANY 


6532 South Menard Ave. * Chicago 38, Illinois 
Chicago . Jersey City ° New Orleans 
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the previous all-time high set in De- 
cember 

January crude oil imports averaged 
522,300 b/d, representing an increas« 
of 32,500 b/d over December, but still 
short of the record crude imports 
average of 533,500 b/d set in Janu 
ary 1950 

Contributing to record imports in 
January was foreign crude for the 
first time from British Malaya, pre- 
sumably Borneo crude which Cali- 
fornia Standard said it would start 
moving to its Richmond refinery in 
mid-January (see NPN Dec. 13, p 
14) 

Meanwhile, exports of crude and 
products decreased to an average of 
226,400 b/d in January from an av- 
erage of 301,800 b/d in December 

API statistics showed total imports 
of crude oil and products declined 
51,800 b/d in the week ended March 
10 as compared with the previous 
week. Decline was from 955,300 to 
903,500 b/d. Crude oil alone was down 
from 506,100 to 480,700 b/d. 

World crude oil production hit a 
new all-time high during 1950, ac- 
cording to a study made by Frederick 
G. Coqueron of the petroleum depart- 
ment of the Chase National Bank 
New York. 

Estimated average production for 
the year was 10,370,000 b/d, an in- 
crease of 114% over 1949, Mr. Co- 
queron said. Proven and indicated 
crude reserves of the world aggre- 
gated 86 million bbls. at the end of 
1950. Refining of crude throughout 
the world averaged 10,155,000 b/d 
up 10.8% from 1949 

Western Europe increased its crude 
runs by 48.5% over 1949 due to ex- 
panded refinery operations in Mar- 
shall Plan countries. Greatest gains 
were made by The Netherlands, up 
98.1%; United Kingdom, up 52.9% 
and France, up 25.5%. These coun- 
tries account for nearly 75% of west- 
ern Europe's refining capacity 

A crude oil pipe line from Edmon- 
ton, Alta., to Vancouver, B. C is 
planned by Trans-Mountain Oil Pipe 
Line Co. over an all-Canadian route 
It would be about 715 miles long and 
have an initial throughput capacity 
of 75,000 bd 

Gasoline consumption figures for 
December for three states were re 
ported March 14 by API. Figures, in 
thousands of gallons, with compara- 
tive figures for December 1949 and 
per cent of change, follow 

Dee Dee 
1950 
“ae 


( hange 


~ 


“ ‘ 


Great Lakes Refining Division of 
Petco Corp. put a new 6,000 b/d 
Houdriflow catalytic cracking unit on 
stream March 12. Great Lakes has 
ncreased crude capacity from 3,000 


bd in 1945 to 15,000 b/d at presem 





ROCKWELL MANUFACTURING (0, 


Pittsburgh 8, 


Pennsylvania 


THERE’S A DISTRIBUTOR OF ROCKWELL 
ROTOCYCLE METERS NEAR YOU 


Midwestern 


A. Y. McDONALD 
629 S.W. Ninth St 
Des Moines 4, lowe 
Box 508, Dubuque, lowe 


SCHWAB EQUIPMENT COMPANY 
Bay City, Mich 


J. 4. GRAHAM, INC 
3013 East 55th St 
Cleveland 4, Ohio 


OHIO Oll EQUIPMENT CO 
251 WN. Fifth St, Columbus, Ohio 


DOCKENDORF EQUIPMENT CO 
230 East Second Ave., Sioux Falls, $.D 


THE KELLY SUPPLY CO 
Grond Island, Neb 


Mid-Continent and 
West Coast 


GEORGE RADFORD 
Little Rock, Ark 


SERVICE DISTRIBUTING CO., INC 
121 S. Buchonon St., 
Lofayette, Lo 


WAYNE EQUIPMENT AND 
SERVICE CO 
Corpus Christi, Tex 


ROLO MANUFACTURING CO 
2510 South Bivd 
Houston 6, Texas 


H. E. BOWMAN COMPANY 
P.O. Box 2153, Houston, Texas 


SHIELDS-HARPER AND CO 


5107 Broadwoy 
Ockland 11, Colif 


Southeastern 


EQUIPMENT SALES CO., INC 
649 Ashby St., N.W., Atlentco, Go 


WALLACE McKINNEY, JR 
154 S. Franklin St., Mobile, Alo 


BEN F. OFFUTT & COMPANY 
517 


So. Preston St., Lovwisville, Ky 


PETROLEUM ENGINEERING CO., INC 
820 Tallyrond Ave., 
Jacksonville, Flo 
108 W. 19 St., Norfolk 7, Vo 


PETROLEUM EQUIPMENT CO 
826 Hooker St., Jackson, Miss. 
P.O. Box 763, Nashville 2, Tenn 


PUMPS, INC 
987 N. Centro! Sr. 
Knoxville, Tenn 


THE SOUTHERN COMPANY 
Georgio ond Hernendo, Memphis, 
Tenn 


New England, Mid-Atiantic 
and Canadian 


GEORGE E. LITTLEFIELD 
243 Congress St., Portland, Me 


HAWKINS WHELAN CO 
708 Beocon St., Boston, Mass. 


LUKE CASEY 
1119 West Onondogo St., 
Syracuse 4, N. Y 


©. HABHEGGER 
Foirmount at 24th St. 
Philadelphia 30, Pa. 


J. HAMILTON 
813 Sixth Ave. Altoona, Po 


ERNEST A. HECTOR 
22 Arlington Ave., 
Jomestown, N.Y 


EARL E. LEE 
60 Frances St., Auburn, N. Y 


PENNINGTON EQUIPMENT SALES CO 
INC 
442 Tinsmon Ave 
Williamsport, Po 


PETROLEUM EQUP. SERVICE 
& MAINTENANCE CO 
Box 383, Allentown, Pa 


WEST PENN OL EQuiIP. CO 
512 Sendusky St., Pittsburgh, Po 


PEACOCK BROTHERS, LTD 
P.O. Box 6070, Montreal, Que 

















Original Equipment 
LEADERSHIP 


During the last 14 production years, as many AC Spark Plugs 
were used as original equipment in new cars as spark plugs of 
all other makes combined. That’s why AC Spark Plug dealers 


enjoy a big replacement market, year after year after year. 
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DO-97's Use for Drums, Containers 
May End; Orders Flood Suppliers - 


NPN News Bureau 
WASHINGTON A move is afoot 
at National Production Authority to 
refuse users the right to apply DO-97 
ratings in obtaining drums and other 
steel shipping containers either under 
NPA’'s general MRO Regulation 4 or 
the tailored MRO program for the 
oil industry being administered by 
PAD under NPA Order M-46 


NPA's Containers Branch declared 
that a flood of DO-97's is playing 
havoc with the container industry and 
has recommended that the agency's 
top brass amend both Reg. 4 and 
M-46 to specifically prohibit applica- 
tion of MRO programs to containers 
It is reported that steel mills al- 
ready have received instructions not 
to honor DO-97's being extended for 
container production—except, of 
course, ratings used to obtain con- 
tainers to fill military orders for oil 
or other products 


Containers Branch concedes that 
present language in both Reg. 4 and 
M-46 entitles users to obtain contain- 
ers through priority ratings provided 
they had been carrying these items 
on their books as “operating sup 
plies 3ased on this same interpre 
tation, PAD ruled last week that 
DO-97's could be used in obtaining 
“single trip’ items, i containers 
which are sold to service stations or 
other buyers of packaged products 
This interpretation does not cover 
however, the few companies that 
charge container costs to “inventory 

NPA holds, on the other hand, that 
even single-trippers should be classed 
as “production” or “capital” items 
rather than MRO since the practice 
of reconditioning and re-using steel 
containers has become so widespread 


Same trouble was encountered dur 
ing World War II, NPA officials 
asserted, when WPB found it imprac- 
tical to include steel containers in 
MRO programs. After such 
were excluded from MRO, however 
drums only were given priority rat- 
ings under a separate WPB order 


items 


New NPA Offices——In other action 
bearing on the oil industry, NPA last 
week authorized 11 additional offices 
to process applications for construc- 
tion authorization List of 18 other 
offices was announced early last 


month (see Feb. 7 NPN, p. 34). New 
offices are 

Chamber of Commerce Bldg., 310 
San Francisco St., El Paso, Tex 

224 Post Office Bidg., 135 High St 
Hartford 1, Conn 

602 Federal Office Bldg 
14, Tex 

425 Federal Bidg., 311 West Mon- 
roe St.. Jacksonville 1, Fla 

229 Federal Bidg Memphis 3 
Tenn 

947 Seybold Bidg., 36 Northeast 
First St., Miami 32, Fla 

1508 Masonic Temple Bldg 
Charles Ave., New Orleans 

1013 New Federal Bldg 
St., Pittsburgh 

327 Post Office Annex 
3, R.I 

508 Post Office Bldg. 350 South 
Main St., Salt Lake City 1, Utah 

518 Bedell Bidg., 118 Broadway 
San Antonio, Tex 

In other materials developments 

1 NPA has amended its tin can 
order M-25 to exempt Armed Forces 


Houston 


333 St 


700 Grant 


Providence 


overseas purchases from provisions 
covering use and plate specifications, 
so that oil refiners making such sales 
for instance, can pass along DO rated 
orders to can suppliers for tin cans 
rather than fill the order with black- 
plate cans Furthermore, packers 
using tin cans for such orders are 
permitted to subtract quantities used 
from use quotas established by M-25 

Packers handling civilian orders or 
DO orders for domestic consumption 
can use tin can inventories only to 
extent of 90°) of such use in similar 
1950 quarter, with all packing over 
that quota to be made with black- 
plate New amendment eliminated 
original provision whereby packers 
had been permitted to subtract all 
DO orders from use quotas 

2. Machinery has been established 
by NPA for handling future chemi- 
cal allocations, similar to method 
used by WPB under order M-300 
during World War IU Allocations 
that will be made under NPA order 
M-25 will not cover items over which 
PAD has distribution jurisdiction but 
will include some chemicals of pe- 
troleum origin whose distribution 
control has been transferred to NPA 
while PAD retains production control 
These include items such as: alcohol 
benzene, insecticides, and detergents 


Act on Oil Truck Needs, NPA Asked 


NPN News Bureau 
WASHINGTON~-National Produc- 
tion Authority was asked this past 
week to give special consideration to 
growing equipment shortages in both 
the tank truck and tank car shipping 
branches of the oil industry. Tank 
truck and trailer tank manufacturers 
are still waiting for steel to be chan- 
neled their way, despite the fact that 
NPA's top brass approved a special 
construction program more than a 
month ago, while tank car users ar: 
hoping that NPA will establish a 
construction program separate and 
distinct from the general freight car 
construction program 
At a meeting with truck makers 
last week, NPA officials’ made no 
commitments as to possibility of re- 
vitalizing the construction program 
as such but did assure industry rep- 
resentatives that consideration will 
be given to individual appeals for 
assistance in obtaining supplies, prin 
cipally high-tensile low-alloy steels 
and some aluminum and brass for 
faucets and valves 
As for the industry program, re- 


ports were that it was being delayed 
as the result of confusion among 
NPA operating officials as to the 
best method for “implementation.” It 
also was reported that some officials 
feel a separate oi] truck program is 
too small to bother with and prefer 
to hold it up for incorporation with 
an over-all trucking industry pro- 
gram which Defense Transportation 
Administration is now developing 


Industry advisory committee that 
has been pressing NPA for action in 
cludes representatives from 3utler 
Manufacturing Columbian Steel 
Tank, Eaton Metal Products, Frue- 
hauf Trailer, General Body & Hoist 
Genera] Steel Tank, Heil, Highway 
Trailer, Pennsylvania Furnace & Iron, 
Quaker City Iron Works and Stand- 
ard Steel Works. 


As for the tank car branch, DTA 
has transmitted to NPA a request 
that not only should the freight car 
program be returned to a_ 10,000 
units-per-month basis in June but 
that additional steel be provided un 
der a separate program to build 
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urgently needed s, chiefly 17 on the job under the immedi gas taxes. cost would total $1,160 
pressurized ate supervision of John W Z0at This would also affect your gas and 
wright (Indiana Standard) as trans fuel prices. Speak to your represen 


Need for emphasizing tank car 
ortation consultant tative to vote down increased gaso 
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gf od ~ Bras the industry's voluntary tanker pool representatives and protesting 
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KANSAS CITY — United 
survival as a democratic free 
rests with the public's abifits 
desire to recognize its 


arade was John F. Haffner, owner f electin to Congress 
LAWREN( . 
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POLITICAL HOLDUP cry of Lawrence, Mass., dealers in March 13 parade 
protesting state bid to hike gasoline tax Display, mounted on truck, shows car being 
filled with “Tax-o-line” by attendant Fred Beaudoin, under pressure from dealer ( 


Howard Luister 
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Wholesale and Retail Oil Ceiling 
Orders Delayed; Hint Major Changes 


NPN News Burea 

WASHINGTON Office of Price 
Stabilization apparently has hit a 
snag in getting out its wholesale and 
retail oil products ceiling orders 

There was little chance, it was said 
at the agency at NPN press time 
that the products orders, plus three 
other “tailored” oil price regulations 
would be issued this week 

One official even suggested that 
‘it might be a month or more” before 
the orders would come out, explain 
ing that “major revisions’ may hav« 
to be undertaken in the products pri 
ing standards 

If such major changes are ordered 
in the proposed draft of the two or- 
ders, he said, OPS’ National Oil Mar 
keting Advisory Committee might be 
assembled for another conference 

The industry advisory group met 
here earlier this month and gave 
general approval to the proposed 
draft of the products orders 

Whether the other three oil regula 
tions—crude, asphalts, and lube oils 
and greases—.would be held up until 
issuance of the two products regula 
tions was an unanswered question 
However, one OPS official was pro 
ceeding on the assumption that all 
five would be promulgated at the 
same time 


Seek Answers—Although the pos 
sible major revisions” in the prod 
ucts orders were not identified, it was 
said that the OPS general counsel's 
ff 


ice has asked the agency's oil price 
branch for answers certain ques 
tions and to prov justifications for 
certain provisior f the proposed 
regulations 

Pending issuance of the “tailored 
orders, shippers of crude oil and prod 
ucts will have to absorb the general 
rail and barge rate increases, ranging 
from 2 to 4 which were author 
ized last week by the Interstate Com 
merce Commission. There is no pro 
vision in the General Ceiling Price 
Regulation, which still controls oil 
prices, that would allow shippers to 
pass on transportation hikes per 
mitted by federal or state regulatory 
commissions 

However, such allowance probably 
will be made in the specific oil or 
ders 

The increases approved by ICC 
amount to 4% for eastern territory 
and 2°) for southern and western 
territories 

Meanwhile, in other developments 
on the Washington price front 

1. Once the five specific oil orders 
are issued, OPS says it expects to 
amend them later to provide “specific 
dollars and cents ceiling prices for 
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petroleum and petroleum products 
the same pattern followed by OPA 
during World War IL.’ 

2. Following a meeting with its 
Crude Oil Industry Advisory Commit 
tee, OPS said its forthcoming crude 
ceiling order will permit some “slight 
upwards adjustments in maximum 
prices. However, the agency empha 
sized that it did not intend to permit 
any general increase in crude ceilings 

3. An immediate, nationwide check 

to make sure that manufacturers 
and wholesalers” are keeping full 
price schedules and records required 
by the price control program has beer 
ordered by Edward P. Morgan, OPS 
chief of enforcement. He said ther 
are indications of widespread viola 
tions of the record-keeping provision 
of ceiling orders 

4. Orville D. Judd was appointed of 
ficially as Acting Chief of OPS’ P 
troleum Branch 

Last week OPS wound up 
conference with oil industry : 
committees at a session with an ad 
virory group on natural gas, natura! 
gasoline, and LP-gas 

Members of the committee who 
met with OPS included 

M. E. Foster, vice president, Pt 
lips 


Howard E. Felt, vice president 
Warren Petroleum Co 

George W. Bach, Skelly 

George B. Hargens, assistant to vice 
president California Standard 

P. 8S. Magruder, executive vice 
president, General Petroleum Co 

C. F. Dexheimer, Shell 

S. B. Eckert, vice president, Sun 
Oil Co 

Mark Anton, president, Suburbar 
Propane Co., Whippany, N. J 

William 8S. Lander, Rulane Corp 
Charlotte, N. C 

Charles Russell, Rapid Thermogan 
Co., Des Moines 

Ernest Fannin, president, Fannin’'s 
Gas & Equipment Co., Phoenix, Ariz 

Peter Anderson, president, Utilities 
Distributors, Portland, Maine 

tobert E. Maloney, president, Calor 
Gas Co., San Francisco 

Cc. M. Ambrose, Jr., Liquefied Gas 
Corp., Seattle, Wash 

John M. Robinson, president, Bu 
tane Gas Inc., Woodworth, La 

B. T. Harris, president, Butane 
Wholesale Gas Co., Little Rock, Ark 

Ralph J. Schilthuis, assistant super 
intendent, Humble 

W. H. Wildes, president 
Natural Gas Co., Dallas 

E. P. Kramer, Mississippi River 
Fuel Corp., St. Louis 

A. D. Greene, viee president, United 

Line Co., Shreveport 


tepubh 





Week's Orders and Reports 
On Oil Defense Mobilization 


The purpose of this index and di 
gest of the week's orders on oil de 
fense mobilization is to give the NPN 
reader an accurate and easy-to-use 
record of regulations that might af 
fect him 

The index gives the official name 
and number of the order and a very 
brief summary of it. As the number 
of regulations increases, this index 
should be particularly useful when 
looking through back issues for a 
reference 

The digest gives a longer summary 
of the order. In addition, of course 
the more important orders are cov 
ered in NPN news stories 

Every effort is made to include all 
orders that will affect the business 
of NPN readers 


Index 


ODM—+ffice of Defense Mobilization 
I » Mob t 7 create 


Amendment 
distribution of metals used in mak 
stee 


Genera Ce 


OPS—iffice of Price Stabilization 
Price Re 


mentary Regulation 12. sets rate 


fomest Great Lakes ntract 


Digest 
Office of Defense Mobilization 


DEFENSE MOR ZATION ORDER 7 
tat e Co tee Ive Tras 
ie 


M 


National Production Authority 


AMENDMENT TO NATIONAL FROME 


TION ALTHORITY ORDER M-S 


Economic Stabilization Agency 


SUPPLEMENTARY KEGULATION tf Te 
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public relations director of Lubrizol 
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sonnel and public relations 
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Self-Serves Seek to Stem Union Drive 


West Coast developments high- 
lighted the labor picture the past 
week. Self-serve operators in the Los 
Angeles basin prepared a counter- 
offensive to a drive by Teamsters Lo- 
cal 248, which is seeking to organize 
self-service gasoline stations in 
Southern California 

Motions adopted at a special mem- 
bership meeting of Serve Yourself 
Gasoline Stations Assn. included 

1 Placed association on record 
as being opposed to organization of 
its membership 

2. Opened way for negotiations to 
prevent members from being dealt 
with individually by the union 

Purpose of second motion was to 
enable operator to refer a union rep- 
resentative trying to organize his sta- 
tion to an association committes 
which will be formed to discuss pos- 
sibilities of a blanket contract 

The union drive opened three weeks 
ago, and 13 self-serves have signed 
including nine members of the trade 
association 

It was recalled that the Teamsters 
union organized most of the self- 
serves in the San Francisco Bay 
area a year ago. At that time, union 
representatives dealt with the indi- 
vidual stations and not with the self- 
serves as a group Efforts to re- 
sist organizing failed 

Elsewhere, these events were re- 
corded: 

Shell Oil-Agreed to 4% wage in- 
crease on top of 6° boost granted 
last September for 2,800 West Coast 
‘ mploye s (OWIU) 
comes within ESA 


Latest increase 
order allowing 


wage boosts up to 10% over Janu- 
ary, 1950, rate, according to OWIU 

Union Oil Wage increases amount- 
ing to 10% above the Jan. 15, 1950 
level are provided for about 1,200 
employes in new contract with Inde- 
pendent Union of Petroleum Workers 
Contract runs from March 1, 1951 
to Jan. 1, 1952 

Standard of California--Granted 
1° wage increase March 1 to 3,000 
employes not represented by unions 
and offering like pay boost to about 
13,000 workers represented by unions 

Esso Standard..About 4,500 em- 
ployes of Esso and Standard Oil De- 
velopment Co., Linden, N. J., granted 
1°) wage increase over Jan. 15, 1950, 
scales, retroactive to March 1 

The Texas Co.--Pay increase of 
4% granted to 31,000 employes ef- 
fective March 1, subject to negotia- 
tions with local bargaining agents 

Atlantic Refining Co... A 4° boost 
in base wage rates agreed upon by 
company and Atlantic Independent 
Union applicable to substantially all 
of company’s marketing, refining 
producing and clerical employes, ret 
roactive to Feb. 26 

Refining Wage Record Hourly 
wages of petroleum refinery employes 
reached an all-time high average of 
$2.016 in December according to 
Bureau of Labor Statistics. Week- 
ly earnings averaged $82.05 (40.7 
hours). 

Strike Ends About 125 oil termi- 
nal employes (OWIU) returned to 
their jobs March 19 following settle- 
ment March 18 of a four-week strike 





Good heavens 





six months ago I had Benson plag a leak with his finger 
and forgot all about him! 








that closed General American Trans- 
portation Corp.'s 2 million bbl. Car- 
teret, N. J., terminal. Company said 
wage increase agreement was reached 
‘within limits of government wage 
stabilization figure.” 


Great Lakes Shippers 


Lower ‘Gas’ Octanes 


CHICAGG- Great Lakes Pipe Line ‘ 
Shippers, in order to conserve TEL 
under government allocation pro- 
gram, have elected to lower gasoline 
octane one full number for premium- 
grade and one-half number for two 
grades of regular, according to NPN 
Change became effective 
March 19, it was revealed 


sources 


teduction in octane numbers 
sources said, permits refiners to ship 
tenders of premium (p) grade gaso- 
line testing 89 octane with 1.8 cc's 
of TEL on delivery at terminals 
regular (r) grade at 81.5 octane with 
1.8 ce’s TEL; and regular (o) grade 
at 81.5 with 2.8 cc's of TEL 


1950 Oil Pipe Line Volume 
Up 80% Above Prewar Figure 


W ASHINGTON~—Transport ation 
revenue of large oil pipe line com- 
panies in 1950 increased 75.7% and 
traffic volume increased 80.1% over 
1941, “essentially a prewar year,” ac- 
cording to Bureau of Transport Eco 
nomics and Statistics, Interstate Com 
merce Commission 


The marked postwar expansion in 
oil pipe line operations is indicated 
by the fact that in each of the four 
postwar years 1947-190 the volume 
of traffic and the revenues exceeded 
those of the peak war year 1944,” 
said bureau. “Oil pipe line companies 
subject to the jurisdiction of the ICC 
reported a total of 111,615 miles of 
line operated (both trunk and gath- 
ering) at the close of the year 1944 
as compared with 124,984 miles on 
Dec. 31, 1949, or an increase of 12% 
Mileage figures for 1950 are not yet 
available.” 


Bureau said results of operation of 
‘Big Inch” and “Little Inch” gov- 
ernment-financed pipe lines in war 
years were not included in its figures 
since these carriers did not report to 
ICC in wartime and were later con- 
verted to natural gas lines 


‘The larger proportion of oil trans 
ported by the ‘Big Inch’ line during 
the war, however, was originated by 
earriers reporting to the ICC,” con- 
tinued bureau. “All of the oil trans- 
ported by the ‘Little Inch’ was origi- 
nated on its own line.” 


Bureau reported $409,458,402 trans- 
portation revenue of large oil pipe 
line companies in 1950, compared with 

233,085,128 in 1941 
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Station Capitalizes on Snow to Boost Sales 
Navy Taking New Look 
At Teapot Dome Reserves 


WASHINGTON Na\ 


also foretok 


having 


eserve 

fornis DI productio 
PLOWING BACK” PROFITS into bis business, Skelly lessee Frank Nolz in St. Paul elie amen ospectiy 
keeps his driveway clear and lets motorists know he os sull im operation despite heavy ave , ud supply 


snows and this exght-foot snowbank 


22 




















EDITORIALLY SPEAKING 





Coal’s Attacks on Oil Could Hurt Jobber 


Jobbers have a greater stake than appears at first 
glance in three subjects now under discussion at Wash 
ington. These subjects. imports, synthetic tuels and a 
national fuel policy sound like high-policy stuff in which 
only the big producers and the top men in the major 

ympanies should be interested, but actually the decisions 
nade on them could hit the jobber in the pocketbook 
to say nothing of landing a solar plexus blow to the Amer 
ican competitive enterprise system 

Let's look at each of these subjects briefly 

Imports.-About three years ago the United States 
became a net importer of crude, with more crude oil com- 
ng into this country than is leaving it. The Independent 
producers, through the Independent Petroleum Assn. of 
America, have been fighting imports tooth and nail ever 
since, The IPAA is a strong association for which the 
industry has always had a great deal of respect and 
admiration, But in this imports fight it has used some 
questionable tactics, including making an alliance with 
John L. Lewis and the coal interests which oppose oil im- 
sorts because they want to throttle the competition from 
vil 

This alliance may or may not be official IPAA policy 
The IPAA joined the coal men in supporting amendments 
to the reciprocal trade agreements act now pending in 
the Senate which may restrict imports. But when the 
president of the National Coal Assn. publicly proclaimed 
at a recent hearing in Washington that the Independent 
il producers are “in our corner” on the subject of “dump- 
ing’ foreign oil in this country, J. Ed Warren, the presi- 
dent of the IPAA, denied this. “Imports at the current 
ate may be a bit high he said, “but they aren't sup 
planting our domestic production 

Mr Warren's words may signify a more moderate 
attitude toward imports by the IPAA. They would seen 
at least to reflect a realization that John L, Lewis and 
the coal crowd aren't just against oil imports, but 
against the whole oil industry 


Imports Affect Jobber Through Supply 


The oil marketer is interested in imports because he 
wants to be certain of an adequate supply at a reason 
able price. Some Independent marketers, particularly 
n the East, have a very direct interest because they sell 
residual fuel, and unless there are substantial imports 
residual, their customers will switch to coal. Fortunate 
y, the growing strength of the National Oil Jobbers 
‘ouncil assures that in the future the marketers will have 

ompetent ad) Washington to present their 


le of the imports story 

Synthetic Fuels There are two big pushes behind the 

tivity to build plants to make synthetic liquid fuels 
One is the al crowd which figures that steel used in 
building synthetic plants probably will come out of the 
oil industry, and also sees an increased demand for coal 
n any oil-from-coal development. The other is the group 
in the Interior Department which would enhance its im 
portance by the launching of a synthetic liquid fuels 
industry in which the government had a hand 


The oil industry is, of course, opposed to any prema 


ture building of synthetic production, which would take 
steel and a government financial subsidy 

National Fuel Policy The Senate Interior Committee 
under the chairmanship of Senator O'Mahoney (D., Wyo.) 
held hearings earlier this month to explore the need for 
a “national fuel policy.” Among the topics discussed was 
whether the government should control the end use of 
fuels; in other words, whether the government, rather 
than competition, should determine the markets for coal 
oil and gas 

Coal industry representatives didn’t exactly say that 
they favor government control of the end-use of fuels 
but they came so close to it that the oil industry repre 
sentatives and even Senator O'Mahoney got the impres 
sion that they were urging such a move 


Coal Urges Congressional Action 


Cc. J. Potter, president of Rochester and Pittsburgh 
Coal Co., said, for example, that oil and gas have shown 
that they can’t supply their customers in times of peak 
demand ‘(he cited the winter of 1947-48), then added that 
coal men believe this was due to a lack of reserves and 
productive capacity and if that is so, Congress should 
step in 

Frank W. Earnest, Jr.. president of the Anthracite In 
stitute, said 

it is demonstrated to your satisfaction that there 

is a sound basis for the nation’s continuing to use its 

il and gas reserves as it has been and with no change 
in what seems to be the wasteful practice of using oil 
and gas for nonmobile purposes (under burners), the 
sooner the anthracite industry obtains this information 
the better position in which it will be to plan for the fu 
ture 

Mr. Earnest was asked whether he was advocating that 
the federal government should tell home owners what fuel 
they could use. He did not make an outright denial 
but rather said that the matter was one for the O'Mahoney 
ommittee to decide 

When we look at imports or synthetic fuels or the 
lemand for “a national fuels policy we find the coal 
crowd, including John L_ Lewis. Let's make no mistake 
about it. They are out to hamstring the oil industry in 
every way possible. They want to grab as much of the 

il marketer's business as they can, not by improving 
their efficiency or finding ways to make their product 
burn cleaner or by offering a price incentive to the user 
What they want to do is to expand their markets by 

utting off imported oil, by getting the government to 
build uneconomic synthetic fuels plants and by getting 

Congress to adopt “a national fuels policy” which in some 
way or another will force the American people to burn 
oal in their furnaces and factories and to burn coal in 
stead of Diesel fuel in locomotives 

As Otis Ellis, general counsel of the National Oil Job 
bers Council, expressed it in a recent speech to the Texas 
Oil Jobbers Assn.: “John L. Lewis wants to put his finger 
m every thermostat in the United States 

Unfortunately, many coal companies ride the Lewis 
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ontrol heed this advice 

The result is that have been imposed to 
curtail civilian consumption of rubber and limiting tire 
The is to build a stockpile against the 
possibility of all-out war 

No one argues against the wisdom of building a stock 
pile, and perhaps regulations are necessary now to 
complish that. But it seems pretty clear that these reg 
ulations would not have been the 
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Illinois OIC Uses Quiz Show to Spur 
Jobber Interest in Telling Oil Story 


By Leonard E. Castle, Midwest Editor 


A refreshingly new approach to 
the problem of stimulating jobber in- 
terest in the program of the Oil In- 
lustry Information Committee was 
presented at last week's convention 
of the Illinois Petroleum Marketers 
Assn So enthusiastically was the 
OHC show received by Illinois job- 
bers and their wives that the same 
idea is worthy of consideration for 
future use at other jobber meetings 

In planning the program it was 
the desire of Charles J. Wood of Chi- 
cago’s Harry P. Dunn Co., state 
chairman of OIIC, and other com 
mittee members to devise a program 
that would get away from the stand- 
ard speeches or moving picture pres- 
entations which, they believed, were 
their crowd appea They 
wanted an OIIC show that would be 
entertaining as well as informative 
something that would be presented 
in an atmosphere of gaiety and good 
fellowship 

They finapy struck upon the idea 
of a radio-type quiz show with two 
teams of jobbers competing against 
each other in questions 
about the industry and members of 
the audience taking over whenever 
one of the panels made an incorrect 
answer. To &add a touch of authen 
ticity to the Orchestra 
Leader Wayne who directs In 
liana Standard’s weekly television 
program, agreed to appear as co 
moderator with John McDowell of 
Cities Service, president of the Chi- 
cago Oil Men's Club 

The fact that 600 persons turned 
out on the last morning of a three 
lay convention to see the OTIC show 
ndicates how wel] it was received 
Also of interest was the enthusiasm 
with which the “studio audience” en 
tered into the spirit of the contest 
Whenever a question was referred to 
the floor by Mr. McDowell, a chorus 
of answers arose E. Keith Edwards, 
association secretary, and Philip R 
Crippen of Apex Motor Fuel Corp 
circulated among the audience with 
portable microphones to pick up the 
answers and distribut« 
to the winners 


* . . 


losing 


answering 


festivities 


King 


silver dollars 


The two jobber teams were labeled 
Crude” and “Refined Members of 
the “Crude” team were Everett Ran 
dall of Union County Oil Co., Cobden 


Ill.; Mrs. M. G. Meyer of Strawn In 
dependent Oi] Co., Strawn, and J. L 
Ford of Ford Oil Co., East St. Louis 
Members of the “Refined” team were 
Tony Bugaieski of Andy Bugaieski 
Oil Co., Christopher; Mrs. J. O. Fish- 
er of Fisher Oil Co.. Bement, and 
Mike Burns of M. Burns & Son, Inc 
Springfield 

Here are a few of the questions 
asked, with the correct answers 

Q. The use of petroleum products 
on the farm has contributed, in a 
large measure, to the progress which 
agriculture has made since the early 
part of the 20th Century. In 1900 
a farmer produced food for 8.05 per 
sons In 1940, the ratio was 11.31 
persons What was the ratio in 
19507 Was it (A) 12.2; (B) 14.3, or 
(C) 16.57 

A. 16.5 

Q. All forms of taxes are impor 
tant to the cost of many items in 
daily use by all of us Purchasers 
generally fail to realize the portion 
of the purchase price which repre 
sents taxes Of the retail price of 
jewelry, 22% is federal and state 
taxes; on night clubs, 22% furs 
22% What percentage of the re- 
tail price of a gallon of gasoline, on 





ATLANTIC COAST 


a national average, is taxes’ Is it 

A) 18% (B) 22%. or (iC) 32.4%? 

A. 32.4% 

Q. The stability of any industry in 
our economy can be pretty well eval- 
uated by its ratio pf business failures 
The national average for all lines of 
business is 34 failures per 10,000 es- 
tablishments. Can our team tel] us 
the number of business failures, per 
10,000, for dealers in the petroleum 
industry (average for the past 10 
years) Was it (A) 18; (B) 6, or 
(C) 367 

A. 6 

Members of the “Refined” team 
won the contest by a scant 10 points 
and were awarded $15 purchase 
orders at a Chicago department store 
Members of the losing “Crude” team 
were given $5 orders 


This was the first time in the 29 
year history of the Llinois association 
that the convention was held in Chi- 
cago, the former meeting site having 
been Peoria. The general reaction of 
jobbers seemed to be in favor of Chi 
cago as the future convention city 
Registration at this year’s convention 
totaled almost 900, which was con 
siderably higher than at former meet 
ings. Many downstate jobbers pointed 
out that one hotel in Chicagy could 
accommodate all the registrants 
Peoria they were scat 
tered among numerous hotels. Chi 
cago as a meeting place also seemed 
to find favor with the jobbers’ wives 
principally 
facilities 


whereas in 


because of its shopping 





‘High Profits’ Headlines Give Public 
Damaging Impression of Oil Industry 


By Raymond E. Bjorkback, Eastern Editor 


The rosy picture which newspaper 
stories about oil company annual re- 
ports are creating these days should 
be enough to disturb anyone who is 
just reasonably well informed on the 
industry's current problems and re- 
sponsibilities. 

In a single issue of a New York 
newspaper the other day were the fol 
lowing headlines: 

“Cities Service's Total Revenues in 
‘50 Top All Previous Marks.” 

“Continental Oil ‘50 Net Rises to 
$42,406,666—-Equal to $8.75 a Share 
Dividends Set New High. 

“Skelly Oil Profits Show Gain for 
"BO! 

You had to dig through the accom 


panying stories and rack up widely 
separated figures to discover that 
Cities Service plowed $66,000,000 back 
into the business—almost $10,000,000 
more than it kept in net profits-and 
that Skelly put $34,700,000 into capi- 
tal expenditures—almost $6,000,000 
more than its net earnings 

The story about Continental's re 
port didn’t even mention how much 
the company put into additions and 
improvements to property and facili- 
ties ($43,700,000 as against net profits 
of $42,00,000) 

The newsmen who handled the stor- 
ies aren't to be criticized. They, in 
fact, performed competently their jobs 
of writing the stories, and fitting 
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them to space requirements, for their it 
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ent advertising . } 
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Los Angeles 
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OWIU Claims Its Health Recovered 
After Sickness Caused by Strikes 


By Frank Breese, West Coast Correspondent 
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Illinois Jobbers Ask PAD to Obtain 
Allocation of Marketing Materials 


By LEONARD CASTLE 
NPN Staff Writer 


CHICAGO. The Illinois Petroleun 
Marketers Assn. adopted a resolution 
at its 29th annual convention March 
13-15 urging the Petroleum Admin 
istration for Defense to act immedi 
ately to obtain necessary allocations 
of steel and other critical materials 
for the marketing branch of the in- 
dustry. Similar resolutions previous 
ly were approved by the Iowa and 
Wisconsin jobber groups 

The resolution pointed out that the 
Independent distributors of petrole- 
um products in Illinois “are having 
difficulty in obtaining steel and other 
materials necessary to maintain ade- 
quate facilities for distribution of 
products to industrial and agricul 
tural consumers Shortages of ma 
terials and supplies, especially steel 
will ultimately create distribution 
difficulties, impairing agricultural 
and industrial operations 

The Independent distributors of I)- 
linois “service the needs of 20,000,000 
farmland using 330,000 
farm equipment, so vital 
to the mobilization effort,” the resolu- 
tion declared, and also service “thou- 
sands of industries manufacturing 
products for the national economy 
and the military services 


acres of 


pieces of 


Speakers at the [llinois conven- 
tion, the first ever held in Chicago 
neluded Frank M. Porter, president 
of the API; B. L. Majewski, mar 
keting vice president of Deep Rock 
Oi Corp., and Otis H. Ellis, Wash 
ington counsel for the National Oil 
jobbers Council 

Other resolutions adopted the 

ocmation 

1. Asked that H.B. 1276 be amend 
ed to authorize a refund to jobbers 
of federal gasoline taxes on prod 
uct lost by evaporation. The bill as 
introduced in Congress provides only 
for such a refund to retail dealers 
The resolution pointed out that job 
bers have much greater losses 
through evaporation 

2. Contended that some supplying 
ompanies are violating the spirit of 
the antitrust laws by selling prod 
ucts to commercial accounts at price: 
lower than the jobbers can buy. This 
practice makes it impossible for job 
bers to compete in the 
consumer field, the resolution said 
Supplying companies were asked to 
review their respect to 

mercial accounts “with a ew to 


commercial 


policies in 


giving jobbers an equitable oppor- 
tunity to obtain such business 

3 Asked the Illinois legislature 
to reduce the time limit for gasoline 
tax refunds from the present six 
months to 90 days, pointing out that 
‘consumers generally delay payment 
of their accounts until the termina- 
tion of this six months period of lim 
itation, thereby forcing the suppliers 
to shoulder an unreasonable financial 
burden.” 

4. Opposed any increase in the 
federal gasoline tax, declaring that 
the federal gasoline tax is an in 
vasion of the state's rightful field 
of taxation and impairs and en- 
dangers the state's most important 
source of highway revenue 


Mr. Majewski outlined three new 
projects to aid marketers which 
might be conducted by subcommit- 
tees of the API's Committee on De- 
veloping Service Projects for Mar- 
keters, of which he is chairman. This 
is the committee which issued the 
report on stock loss control at last 
November's API meeting. The three 
new projects he suggested were 

“i Operating Subcommittee — 
Stock loss control is a subject falling 
in this general area This has al- 
ready been dealt with but, in addi- 
tion to stock loss, this subcommittee 
could study such subjects as the most 
desirable size, weight and type of 
trucks for various operations; the 
routing of these trucks on the most 
efficient basis to avoid unprofitable 
deliveries the fire hazards that 
should be eliminated in bulk plant 
and truck operation; the amount and 
type of insurance protection that is 
desirable and any plan that night 
be developed for group insurance by 
jobbers for their mutual benefit; the 
need for garage space for trucks un 
der certain climatic conditions, in 
cluding such plans as providing heat 
for the motor if the truck is stored 
outside; and finally, the operating 
efficiencies and economics of the in- 
tallation of larger tankage at the 
customer's place of business 

“2. Fuel Oil Subcommittee— Such 
a subcommittee might study how 
fuel oil demand could be 
segregated into smaller areas; the 
desirability and method of operating 
a budget plan for fuel oil customers 
what possibilities, if any, exist in the 
way of accurate weather forecasting 
how oil burner service can best be 
offered to the fuel oil distributors 


forecast 


customers, what possibility exists for 
the standardization of parts for burn- 
ers to simplify burner service opera- 
tion; the preparation of a simple 
manual to help the oil jobber service 
burners and thus provide greater sat- 
isfaction for automatic heating; ac 
curate forecasts covering the in 
creased gas competition; a study of 
supply and demand forecasts and its 
impact upon the jobbers’ home heat 
ing oil business; and finally, what 
trends exist and what opportunities 
are offered through the Dieselization 
of motor trucks 

“3. Service Station Subcommittee 

Such a subcommittee might study 
plans for service station buildings 
to allow for an orderly expansion of 
business and avoid costly 
cence and need for complete rebuild- 
ing of outlets; a study of the motor 
ists’ driving habits to determins 
where free facilities such as air and 
water could be best located at the 
service station; a study of restroon 
conditions to raise the general stand 
ard of these facilities for the publi 
a study of the desires of motorists 
namely, what they customarily ex 
pect from their service station op 
erators in the way of accessories, car 
washing, repair work, etc.; a general 
educational program designed to 
show the dealer better housekeeping 
methods 


obsoles 


This subcommittee could follow 
the multi-pump development along 
the general lines suggested by Bert 
Devere at our last annual meeting in 
Los Angeles 

Mr. Majewski said he did not mean 
to suggest that all these activities 
be pursued at the same time because 
we can, through over-activity, push 
out more material in a given space of 





Officers, Directors Elected 


CHICAGO--Roy J. Thomp 
Apex Motor Fuel Co 
Chicago, was re-elected presi 
dent of the Illinois Petroleum 
Marketers Assn. at last week's 
annual convention. Miles Scher 
merhorn of The Schermerhorn 
Co la Salle, was 
vice p esident 


son of 


re-elected 


New directors chosen were 
Wayne Huot faron-Huot Oil 
Co Kankake+ H. E. Hen 
dricks Hendricks Bros., Farm 
ersville; Wyatt Patterson, Pat- 
terson sros Williamsville 
Jack Sweney, Sweney Gasoline 
& Oil Co Peoria, and Dale 
Morrison, Morrison Bros. Home 
Oil Co., Marion 
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time thar 
recting 


sorb 


It seema ne Mr. Majewski 


said that the Division should 


ways have one, two, or at the most 

thres uch projecta on the fire 
the same time At any given meet 
ing, the final geport of one commit 
tee might be available and progress 


reports made on the other two 


would serve to attract attendance 
every meeting, give a general air 
aliveness to the whole setup, and 


the same time, avoid the danger of a 
surfeit of paper and material and 
the burden of too much activity at a 
time when everyone has enough to 
lo 
Fuel Policy Formulation Watched— 
Mr. Porter explained that the API, 
and the industry generally, are con- 
erned with Senate resolutions au- 
thorizing the Senate Committee on 
Interior and Insular Affairs to for 
mulate a National Fuel Policy 
Various government agencies, he 
said, are supporting this legislation 


NEW TANK INSULATION TECHNIQUE 
~NICHOLSON & GALLOWAY METHOD- 
_ AMORTIZES COST WITHIN 1 YEAR! 


1) Tank metal surtace is divided into 
ew 
3) insulation is then protected for 
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Flow Meter Charts show 
80". saving in steam con 
sumption after insulation 
of 300° Asphalt Tanks! 
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TANK INSULATORS - INC. 
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as is the coal industry which ap 
pears to believe that the ills of its 
industry can be cured by regulation 
of the free play of competitive forces 
and the end use control of energy re 
sources that will shift a greater por 
tion of our fuel requirements from oil 
and natural gas to coal.” 

“Of course, we have always had 
a National Fuel Policy--a policy that 
relied on competition, individual ini- 
tiative and freedom of choice on the 
part of the consumer.” 

Mr. Porter advised the jobbers that 
they would do well to follow the prog 
ress of this particular piece of legis- 
lation 

The advocates of end use controls 
are many he said “Their efforts 
will not diminish They base their 
arguments on the relatively small re- 
serves of oil and gas compared with 
hundreds of years supply of coal. You 
and your customers should be deeply 
interested in any attempt by any 
agency to dictate what type of fuel 
you can sell and they must buy 


Mr. Porter declared that local as- 
sociations of the oil industry must be 
nationally minded arguing that 
when you join one branch of the in- 
lustry, you involve yourself with all 
branches for despite the specialized 
nature f the petroleum industry's 
lifferent and varied activities, all of 

yperations are closely interré 


ver the ye Mr 
think of no time 

of the industry 

the expense of the 

a healthy industry, 
flourish. I am cer- 

is the philosophy of 
cupy important posi- 


oil business 


Suppliers Asked to Increase 
Margins by Kentucky Jobbers 


LOUISVILLE The Jobbers Divi- 
sion of the Kentucky Petroleum Mar 
Keters Assn. passed the following re- 
solutions at its recent meeting 

1. Kentucky jobbers, since the end 
ff World War II and the removal 
of OPA price mtrols, have been 
greatly disturbed by the increase in 
the refinery selling prices of gasoline 
and burning oils by as much as 
per gal. They have also been dis 
turbed by the fact that rapidly in 
creasing costs of wages, supplies 
taxes and other operating costs have 
piled up on them in the past six years 
yet there has been little, if any, in 
crease in their gross operating margin 
and that in fact this margin percent 
agewise has actually been reduced be 

ause of tl increased base cost of the 
refined petroleum products which they 
buy and sell. They are further con 
cerned by tendencies to eliminate some 
slight margin increases that some have 
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enjoyed. They have been t 
over-all operating profits 
because of the increased 
business which they 
fact remains that 
ing on a 
greatly increased 
have 


ld that their 
are good 
volume of 
done. The 
jobbers are operat- 
are paying 
yperating costs and 
the 
consumers 
urge their 
who have en- 
joyed the yume increases that 
the have enjoyed to investi- 
gate why they should find it necessary 
to withold from jobbers practical- 
ly all of the increase which con 
sumers are paying today the 
prices which they paid before 
OPA price controls were 


have 


closer margin 


practically none of 
imerease in price which 
pay and they 
supplying « 


received 


therefore 
ym panies 
same 


jobbers 
the 


over 
just 
lifted 
2. Urged the amendment of federal 
tax laws to end tax advantages en 
joyed by companies set up as co-oper- 
and asked payment 
of equal taxes by all commercial en- 
terprises the manufac- 
manufactured 
the 
type of organ 
operates such a business 
enterprise The resolution excluded 
farmer co-operatives organized to 
market products of the farm 


3. Commended the National Oil 
Jobber Council for its work and urged 
state jobber groups not now affiliated 
with the council careful 
sideration to 


ative enterprises 


engaged in 


ture of and/or sale of 
commodities regardless of 
porate structure or 


ization that 


cor- 


to give 
joining 


con- 


4. Pledged co-operation in the na- 
tional mobilization effort and re- 
quested that jobbers be adequately 
represented on all committees, boards 
and other agencies 

A story on the meeting of the 
Kentucky Petroleum Marketers Assn 
was published in the Feb. 28 issue, 
p. 36 


Pact Plan Means End-Use 
Control of Fuel, Hilts Warns 


WASHINGTON 
proposal for 
strictions on 
would require 


Coal industry's 
establishing quota re- 
residual oil imports 
the government to im- 
end-use fuels controls, Harry B 
Hilts has charged in statement filed 
with Senate Finance Committee on 
extension of reciprocal trade agree- 
ments program 


pose 


both State 


Coast 


Representing 
Petroleum Assn 
Oil Conference Mr. Hilts went on 
record in opposition to proposed 
amendments which would write “peril 
point and provi 
sions in provi 
sions have drawn Inde- 
pendent Petroleum Amer 
ica and the latter, in turn, has been 
vigorously assailed for s with 
coal by Otis H. Ellis, general coun- 
of National Oil Jobbers Council 

Mr. Hilts his 
blows at 


Empire 
and Atlanti 


“escape clause 


agreements Same 
support of 


Assn. of 
iding 


sel 
however, 
coal industry 


aimed 
only 
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PLAY IT SAFE 


‘When it’s Fire or Steam! 


In the oil industry, two of the hoses you can’t afford to take any 


chances on are fire hose and steam hose. They've got to be designed 
for the job, with an extra margin of safety built in. No hose that leaves 
our plant gets more care in construction and inspection than the 


two below 


Maltese Cross® Fire Hose... .. 


The “standard of comparison” with 
oil refineries for over 80 years un 
excelled for foam, chemical or booster 
use 

The tough cover protects Maltese 
Cross from oil film, acid fumes and 
chemicals stops water absorption 
into the carcass prevents mildew 
and eliminates need for drying-out 
after use. Inside is a mildew-inhibited 
closely woven duck carcass that pro 
vides unusual durability and burst 
resistance. Yet Maltese Cross is light, 
flexible, easy to coil, folds closely 

Fifteen years of active fire-fighting 
service, plus many more as a utility or 
clean-up hose, are what you can expect 

and get—when you play it safe with 
Maltese Cross. 


Monarch® Fiberglas* Steam Hose 


Monarch is built to carry saturated 
steam at temperatures up to 388° F 
and pressures up to 200 Ibs and do 
it day in and day out without failure 
The tube is an exclusive Hewitt-Robins 
development —a special heat-resisting 
compound that stays soft and flexible 
without flaking or cracking 

The carcass is multiple-braided 
Fiberglas cord —unsurpassed for heat 
resistance and strength—and heavily 
insulated with heat-resistant rubber. 
The cover is extra-tough, extra-thick, 
won't strip or blister . . . highly re- 
sistant to heat, abrasion and weather. 

For general steam services in the oi! 
industry—insist on Monarch Fiberglas 
Steam Hose! 

> * * 


For these and many other specialized oil 
industry hoses, call your Hewitt Rubber 
Distributor (listed under “Rubber Prod 
ucts” in the classified ‘phone book uv 
write Hewitt Rubber Division, 240 Ken 


sington Avenue, Buffalo 5, New York 


OT M. of Owens-Corning Fibergine ( 


p —— HEWITT-ROBINS 
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WATER HOSE « NVEYOR BELTING « 
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You can depend on them for long, trouble-free safe service 
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Restroom Blues 


Standards of Cleanliness Higher in Restrooms Designed 


With Entrances Inside Station Building, Bean Says 
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How Station Restrooms Rate with Outside and or Inside Entrances 


Group 


Inside-Outside 
Both Outside 
Total 


Total 
Number 
Inside-Outside 378 
Both Inside 56 
Total 434 


Group 


maclidating the figures f teide and 


naide restrooms 
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Number Percent 
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Over-All Rating of 1,386 Restrooms at 693 Service Stations 


Total Stations Total Restrooms 


693 1,386 


for @ lost or misplaced key The 
exception to this was where stations 
allowed loafers to congregate in the 
fice or salesroom and such stations 
should be avoided at al] times 
One man said that at 
where the door to the women’s rest- 
room was in a deep shadow at night 
he would not permit any of his fam 
ily to use the facilities A woman 
reported she was afraid to lock the 
door on the inside for fear that she 
could not get it unlocked and any of 
her cries for help could not be heard 
Consider the stations that have 
been built at the intersection of two 
heavily traveled streets that have 
the entrance to the rest- 
room on the street side about ten feet 
from the sidewalk This would cer- 
tainly become 
than entering a 
were in 


stations 


women's 


more embarrassing 
These 
cases, de- 
built and owned by major oil 
companies 


salesroom 
stations most 


signed 


The following is an actual experi 
ence which should not be passed over 
lightly, certainly in view of the many 
dangerous situations which might oc- 
cur 

Mrs. Bean and I were in a south- 
ern city of about two hundred thou 
sand. In mid-morning we drove into 
a very large and apparently clean 
station of a major company, which 
was company operated. The women's 
restroom had an outside entrance on 
one side and nearly to the back of 
the building This entrance was 
fully fifty feet from the entrance to 
the salesroom and office. We parked 
the car at the pump for service and 
the attendant told my wife that the 
restroom was unlocked She found 
the door closed and when she opened 
it she found a negro porter inside in 
the act of shaving When the sit- 
uation was reported to the manager 
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GooD 
Number Number 


236 17 545 


Percent 


he did not appear over!ty concerned 
and quietly remarked that the porter 
would be out shortly 

Practically all of these outside rest- 
rooms are equipped with electric out- 
lets, but several were found without 
bulbs. This is doubly bad as this type 
of restroom has no w.ndows 

About a third of these restrooms 
had the doors left unlocked because 
the key had been lost or carried away 
and duplicate keys had not been 
secured. An alarming number did 
not have adequate provision for lock- 
ing on the inside. In many cases 
where the were kept locked, 
they were equipped with cheap locks 
that could be opened with a common 
five cent skeleton key. Very few of 
the stations had duplicate keys 


doors 


The manager of one of the stations 
in this group told me that even with 
the outside restroom kept locked it 
cost twice as much for supplies ag it 
did for the inside restroom which was 
never locked and had considerably 
more use and at the same time the 
outside restroom was much harder 
to keep clean 

The people responsible for these 
thefts belong to the same class as 
those who take towels, bathmats and 
ash trays from hotels and tourist 
cabins. 

Of these 378 outside 
were clean and rated as good and 
were equipped with the necessary 
supplies; 122 were rated as fair, that 
is reasonably clean and contained 
most of the necessary supplies; the 
balance of 197 were dirty or most 
of the supplies were missing, or both 
Three of this number were down- 
right filthy and should have been 
condemned by the local health de- 
partment 

In one the flushing mechanism was 
broken and could not be used; at an- 


restrooms, 59 


FAIR 


POOR 
Number 
39 605 44 


Percent Percent 


other the sewer was clogged and had 
backed up all over the floor, I was 
told this condition had existed for 
more than a week and nothing was 
being done about it. At one station 
where there was no lock on the inside 
an old nail keg was there to place 
against the door to keep it closed 


Of the 378 inside restrooms at thes 
same stations, 96 were clean and 
rated as good; 197 were fair and the 
balance of 85 were poor to bad, or 
dirty to very dirty 


Both Entrances Outside 


The second group consisted of 287 
stations with both restrooms having 
outside entrances or a total of 574 
restrooms. 62 were classed as good 
193 were fair and 32 were poor to 
bad 

In this group the number of rest 
rooms found locked or unlocked and 
without proper inside locking de 
vices and light fixtures without bulbs 





‘Restroom’ Is Misnomer 


Mr. Bean says that the term 
“restroom” as applied to serv- 
ice stations has always seemed 
to him to be a misnomer 

“The term implies,” he con- 
tinued, “that there is a place to 
rest and to do this there must 
be at least one comfortable 
chair. I have never found more 
than a dozen stations equipped 
with chairs and those quite 
properly in connection with the 
women's restroom. I have been 
told that lady tourists with 
children greatly appreciate such 
facilities.” 
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From the remarks of this manager 
which were made on his return trip 
which brought him through Birming- 
ham, it is a safe bet that no sta- 
tion will be built in his division where 
the restrooms have outside entrances 

I also wonder why many stations 
have two faucets for the hand lava 
tory when they have no facilities for 
hot or even warm water 


Both Entrances Inside 


The third and last group was com 
posed of 28 stations with both rest 
rooms inside the building with a total 
f 56 restrooms 19 were good; 33 
were fair and 4 were poor to bad 
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Keep ‘em clean... and 
You'll Get More Business 
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Use the Housekeeping Inspec 
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PRICES 
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(Ohio purchasers, add 4% Sales Tax) 
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Product Demand Still Strong in Most Areas 


An apparently insatiable demand for bunker “C” fuel 
in seaboard districts continued to top the reports last 
week of the nation's refiners and marketers. Seasonal 
declines in demand for light fuel oils were noted generally 
by refiners, but kerosine and No. 2 still sold at a “pre- 
mium"” at New York Harbor and the Gulf, Interest in 
gasoline purchases continued to grow, and trade sources 
commented that much of the product available after the 
end of April already was spoken for 

Prices generally were unchanged. Developments were 
reported in three gasoline price wars. In Pueblo and 
Denver, Colo., price wars that began as far back as 
late January (see Feb. 7 NPN, p. 39), came to an end 
A gasoline price war in Decatur, Il, proved that prices 
could go down “in earnest.” In Chicago, prices for No 
5 fuel were off 0.lc per gal. ranging from 8.15 to 8.4« 
for transport lots, when a number of-orders placed in 
the Mid-Continent during last month's tight supply pe 
riod arrived “all in a bunch 

Aside from these two local developments, prices for the 
most part were said to be extremely firm. One major 
refiner remarked he has seldom witnessed a period when 
such consistently strong demand for all products was in 
evidence 

For the first time in several months rates for ocean 
transportation for U. 8S. North-of-Hatteras and United 
Kingdom destinations showed definite signs of easing 
The trend was said to be mostly seasonal, and might not 
be a trend at all, for as yet there was very little tonnage 
available for spot positions. An eight-week run of “plus 
200°"" for Gulf-New York trades was ended with the 
fixture of a 17,000-tonner at $7.98 (USMC plus 180%), 
off 57« 

Gulf end East Coast refiners said that the demand for 
bunker “C” fuel appeared stronger than ever. At New 
York Harbor, bids up to $2.60 per bbl, were reported for 
barge quantities of No. 6 fuel, and offerings were said 
to be almost non-existent 

At the Gulf, it was said that almost every major re- 
finer was a potential buyer of at least one “extra” cargo 
of heavy fuel. The prompt requirements of three large 
buyers reportedly totalled 30 cargoes 

The tight supply of bunker oil was not confined to 
domestic refinery markets. The entire Caribbean area 
was said to be sold up on heavy fuel. In the Far East, 
Standard Vacuum Oil Co. notified its customers of what 
it termed “a quite critical” supply situation on Marine 
Fuel Oils at all ports in Japan, the Philippine Islands 
and at other points extending south to Melbourne, Aus- 
tralia 

While domestic demand for heavy fuel was especially 
strong at seaboard points, calls for residual were letting 
up in Chicago District and Central Michigan, according 
to reports 

Despite waning over-all demand for No. 2 fuel, some 
buyers continued to bid “premiums” for supply 

Sales of No, 2 fuel in barge lots at 9.2c were disclosed 
at New York Harbor. This price compared with sales 
of a week previously at 9.25c. The generally quoted price 
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for No. 2 at New York, and applying almost exclusively 
to regular buyers, was %& 

At the Gulf, offerings of No. 2 in cargo lots continued 
hard to find “below & although some easing in supply 
for«nearby liftings was indicated. Quotations of refiners 
at the Gulf for No. 2 fuel ranged from 7.5 to 8.5c per gal 

Gasoline demand continued to show signs of steady 
growth, A price war developed “in earnest” in Decatur, 
Ill. while two others cleared up at Denver and Pueblo, 
Colo. (See p. 36.) 

All service stations carrying major company gasoline 
brands in Decatur, Ill., reportedly cut their regular grade 
price 8c per gal. to 13.4c (ex. 4.5c federal and state 
taxes) to meet competition from private “brand dealers 
who since early March have offered “week-end specials.” 

According to advice to NPN, Standard Oil Co, (Indiana) 
posted Decatur dealer tank wagon prices of 9.6c for 
Red Crown (regular-grade) gasoline and 10.6c for White 
Crown (premium), a drop of 6.4c and 6.9c, respectively 
Standard’s prices were ex 4.5c federal and state taxes 
but subject to a 2% state occupational tax 

Since the start of the Decatur war, gallonage at brand- 
ed stations has been running unusually high, it was re- 
ported. One major oil company dealer sales have tripled 
NPN was told that all of the branded dealers were be- 
ing protected by “CPA” (competitive price arrangements) 
in this “make or break" price war. CPA allows the deal- 
ers all or part of their normal margin without lowering 
posted prices. 

Trading was quiet, according to most reports. With 
many regular customers of refiners and terminal operators 
asking for material on a scale larger than in previous 
years, there was little available to spot buyers. Lubes, 
wax, petrolatums and specialty products continued ex- 
tremely tight, and buyers frequently reported that the 
only way they could obtain these oils was to offer other 
oils in exchange that the seller might want himself 


GULF COAST 
No Break Seen in Seller's Market 


The consensus of refiners and traders last week at the 
Gulf was that they had never seen a stronger market 
The one exception was No. 2 fuel, for which some let-up in 
demand was reported. Heavy fuel supply showed no signs 
of easing, and gasoline negotiations were reported at 
a faster pace than previously 

One trader made the estimate that every large re- 
finer at the Gulf was a potential buyer of “extra” bunker 
‘C” fuel to the extent of at least one cargo. Stated an- 
other way, one refining source commented that the cur 
rent requirements of three large refiners totaled probably 
25 cargoes of bunker “C” fuel for prompt movement, One 
Independent refiner gave the opinion that refining tools 
were improving to the point where insufficient residual 
fxel oil was being made. Other sources noted that no 

‘sing in demand for heavy fuel was indicated even 
though the time was late in the winter season 

Negotiations for gasoline were more active, according 
to most reports. Suppliers and buyers remarked that 
most of the offerings were in the time zone from prompt 
to late April, It was frequently said gasoline for lifting 


33 





Oil MARKETS 





Summary of Daily Gasoline Prices (March 13 through March 19) 
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ATLANTIC COAST 
Interest in No. 2 Fuel Oil Wanes 


With exception of Boston, reports at most East Coast 
ints last week pointed to waning demand for No. 2 fuel 
ym spot buyers and less urgent calls generally for light 
fuel oils from the trade. On the other hand, heavy fuel 
lemand was described as “stronger than ever and new 
offerings were virtually non-existent. Gasoline was quiet 
Waning demand for kKerosine and No. 2 fuel generally 
ndicated that secondaries were planning to “ride out 
the heating season with the stocks they had on hand 
suying interest was off considerably at New York Har 
bor, and several majors were said no longer to be po- 


tential buyers at premiun prices. Two Independent 
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Explanations of Price Tables 


The reader's attention is directed to the fol 
lowing explanations which apply to the Sum- 
mary of Daily Gasoline Prices appearing on page 
34 and the price tables appearing on pages 37-42 
of this issue 

The letter “X" indicates a change in price; if 
the change is on the low of the price range, the 
“X" is adjacent to the low; if the change is on 
the high of the price change, the “X”" is adjacent 
to the high; a change from one flat price to 
a higher or lower flat price, or elimination of 
the low of a price range, is indicated with an 

X" to the left of the new price; elimination of 
the high of a price range is indicated with an 
*X" to the right of the new price 

Parenthetical figures indicate number of com 
panies quoting when two or more companies 
quoted the price shown. In the Gulf Coast Cargo 
table on p. 40, all prices reported are shown 
In all other tables, only the lows and highs of 
the ranges of prices are shown; no attempt is 
made to show prices within the lows and the 
highs, and therefore no attempt is made to indi- 
cate the number of companies contacted for 
prices for each product. Nearly 200 primary sup- 
pliers (refiners and tanker terminal operators) 
plus an even larger number of other sources 
(jobbers, compounders, consumers, distributors 
brokers, tank car marketers, etc.) are contacted 
for prices at regular intervals 











suppliers at New York still needed supplemental lots, but 
reportedly would pay no higher than 9.2c for No. 2 in 
barges 

At Boston, there was a flurry of purchases of heating 
oils, and almost all of it based on “rumors” that a price 
increase was in the offing 

The question most frequently asked about bunker “C 
fuel was, “Where is it all going to? Suppliers said 
they were puzzled about residual supply, for imports of 
the product were relatively high and some declines in 
lemand were anticipated with the approach of warmer 
weather. Whatever the explanation, spot traders at 
New York and other points reported they could find no 
heavy fuel offered generally. The supply of 0-10 p.t. No. 4 
fuel was said to be extremely tight at New York; in 
addition, the product also was in tight supply at several 
points in the South where industrial activity has been 
stepped up for defense 

On gasoline, the majority of suppliers said that trad- 
ing still was “a little thin They explained that de- 
mand for gasoline as yet had long way to increase 
but at the same time suppliers were not anxious to make 
offerings generally because of the continued high cost of 
tanker transportation rates. Sale of several barge lots 
of 93 oct. Research premium gasoline at New York Har- 
bor was reported, but not confirmed, at 13.5c per gal 
Prices quoted by harbor suppliers for top-grade premium 
gasoline in barge lots ranged from 14.65 to 14.9c per gal 


MID-CONTINENT 
No. 2 Stocks Up as Demand Eases 


Heating oil inventories were building up at some re 
fineries in the Mid-Continent the past week, despite 
colder weather in the Midwest, according to trade sources 
Gasoline shipments, meanwhile, still were light. No. 6 fue! 
and lubricating oils remained in good demand, refiners 
said, but little trading was reported. Refiners’ quotations 
generally were unchanged 

No. 6 fuel still seemed to be the “tightest” product 
in the Mid-Continent, but some buyers were “hedging 
about placing April orders, it was stated. One refiner 


said buyers apparently were waiting for current “pre- 
miums” now being paid to disappear These “premiums 
generally ranged from 10 to 20c per bbl, according to 
reports, for low sulfur material, while ordinary No. 6 
was said to be available at “published prices” in some 
instances 

Premiums” for burning oils had vanished in most 
cases, traders asserted. One reseller in Oklahoma said 
he could buy Nos, 1, 2, 3, and kerosine “at the lows 
and could ‘shade the lows” in some instances. Colder 
weather reportedly was having little effect in stimulat- 
ing declining burning oil demand. Several trade sources 
said jobbers and consumers were “stretching” their in- 
ventories to keep from ordering more fuel this late in 
season 

While distillates were dropping in demand, the expected 
rise in gasoline orders still was delayed by the weather 
In some areas, local consumption was good as farming 
operations got under way, but from the Midwest, demand 
was light, according to reports. Refiners in most instances 
felt, however, that gasoline demand would be “great 
by April. Some said they were potential buyers, expect- 
ing demand to be too heavy for their production 

Lubricating oil demand, both domestic and export, re 
mained “very strong,” according to reports. One South 
Texas lube refiner said he still was “way behind” on 
regular-customer shipments, and could see “no let-up in 
the near future.” Mid-Continent lubes, also, were de- 
scribed as “tight 

Transportation continued to improve, but mainiy be 
cause of light trading, it was said 


CENTRAL MICHIGAN 
Fuel Oil Supply-Demand Balance Better 


Light and heavy fuels were in better balance by mid 
March than at any previous time this season, according 
to Central Michigan refiners. Aside from a few transac- 
tions, open market trading remained quiet because re- 
finers generally said inventories were “just about right 
to finish out the heating season. Refiners’ prices were 
unchanged 

Sale of 10,000 gals. of No. 1 fuel and like quantity of 
gasoline to a refiner was disclosed; price details were not 
available. Refiner reported purchase of “a few" trans 
port loads of gas oil at 8.75c, FOB Central Michigan 
quotations ranged from 8.5 to 10« 

No. 6 was in “ample” supply at some plants as weather 
ontinued mild, but these same refiners indicated a tend- 
ency to hold their inventories because they expect state 
and county road programs will be in full swing by April 1 
One refiner said a few counties already had begun to 
ask for bids of sufficient size to indicate a “good year 
for road oils 


CHICAGO DISTRICT 


Fuel Oil Supply Eases; No. 5 Price Dips 


Most primary suppliers in the Chicago District were 
of the opinion last week that this season's fuel oil supply 
problems were a thing of the past. With minor exceptions, 
all grades of fuel were in either “adequate” or “ample’ 
supply, and open market trading reflected this situation 

Prices for No. 5 fuel dipped about the same time a 
spotty surplus was reported at some jobber bulk plants 
because of bunched tank car arrivals from the Mid-Con- 
tinent. The material had been ordered last month during 
the period of tight supply 

Considerable trading in light oils in minimum 4,000 
gal. lots was disclosed during the week. While most sales 
were at prices near or at range highs, some sales of range 
oil were disclosed at 11.5c and of No. 2 at 108c, FOB 
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Drealer .. —~ 17 s , (ar 








Chicago District, for resale In one instance a barge lot 


' 


of range o was available in open market at an undis 


Closed ‘ 
Mild weather and larger inventories also made heavy 
t 


fuela more readily available and tended to make spot 


buvers insistent m prices nearer the low quotations 


than earlier this month No. 5 high sulfur fuel was 
flown O.lc on the w and ranged from 8.15 to 8.4c, Chi 
cago District The same supplier lowered his price 0.1 
for No. 6 fuel also, but price range was unaffected 
Gasoline remained quiet Generally, refiners declared 
they were holding a firm grip n their inventories 


MIDWESTERN (Chicago-E. St. Louis Area) 
‘Between Season’ Trading Quiet 


Open market trading in the Midwest last week was 
ording to refiners and 


marketers toth said jobbers were well sup 


in a between season 
tank car 
plied” with light oils, or at least enough to finish out 
the balance of the heating season. Although demand for 
gasoline was “good” at pipe line terminals, it was gener 
ally said to be “too early” for this product 
prices were unchanged 


slump, acc 


Refiners 


Both range oil and No. 2 fuel were available in open 
market from resellers at prices representing refiners 
quoted Group 3 lows. However, outside of one purchase 
of “a few" cars of range oil/No. 1 fuel at “0.25c off the 
low” for resale, no trading was disclosed, Refiners’ quo 
tations for range oil No. 1 ranged from 9 to 9.25c, Group 
3 

Larger offerings of heavy fuel appeared in the open 
market with prices ranging upward from $1.80 per bbl 
Group 3 No sales were disclosed Refiners continued 
to quote flat price of $1.75 per bbl. with four refiners 
indicating their March production of No. 6 was “entirely 
spoken for 

Marketers disclosed sales of cycled regular-grade gaso 
line to “regular customers’ at 9.5c and 9.62% 
basis. Refiners’ quotations for 82 oct, refined regular 
gasoline ranged from 10.375 to 10.87% 


Group 3 


WESTERN PENNA. 
Spot Lube Buyers Report Tight Market 


Refiners 
buyers repo 


seeking , lance iventories and other lub« 

yntin nability to obtain material 
in Western Penns e ‘ ded March 17. Refiners 
indicated they were still waiting” for specif lubricating 
oil prieing orders to make future commitments, and little 
trading was done outside of exchanges of material and 
surplus” stocks not used in branded oil 
production, Demand for petrolatum re 


small lot sales of 
ained heavy. Some 
easing in fuel oil was marked by inter-refinery sales and 
‘more prompt leliveries of the product 


Neutral remained especially hard to obtain. even on ex 


change offers, and most grades of cylinder stock also 


were nearly unobtainable Small lot sales of 200 vis 
neutral at 3lc and 150 vis. at 30c were reported but n 
confirmed, Refiners’ quotations ranged from 28 to 


ted 


for the former grade, from 27 to 29c¢ for the latter 
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of small lot of bright stock, quoted from 30 te 31 
lisclosed at 3lk 

Demand for petrolatum from domestic and foreign buy 
ers continued especially heavy and refiners commented 
on total lack of seasonal decline. Most refiners stated 
they were “favoring” tank car customers and pushing this 
method of sale. Drum shortage 
of petrolatum in the Penna. wholesale market 
Petrolatum was said to be readily available in tank cars 
refiners reported sharply increased takings 


by tank car customers of long standing 


continued to restrict ex- 


port sales 
and some 


Demand for fuel oil was slower with withdrawal of 
large out-of-state buyers from the market with ad- 
nt of mild weather. Inter-refinery sales were reported 
or first time in many weeks, and some buyers reported 
ore prompt del ries of the product. At the same time 
Likewise, gasoline was “not to 
ibtained 4é rding to some refiner-buyers 


Two Colorado Price Wars End 


fuel oll Was not “easy 


readily 


PUEBLO, Colo i 
gan here near the end of January is at an end 

Both majors and Independents advanced their prices 
postings NPN was told 
This would restore prices for major brands to 20.5c per 


gasoline price war which be 


Saturday to pre-price war 
gal. for reguiar-grade and 22.5c for premium, with post- 
ings of Independents going back to 18.4c for regular and 
19.9¢ for premium (all prices ex 7.5c state and federal 
taxes) 

Break came a few days after dealer for one major 
brand reported he “got tired of staying behind waiting 
for the war to end” and decided to jump in to make 
war go one way or the other. He cut his posting for regu- 
lar to price war low of 10.4c per gal., or 10.1c below his 
pre-price war posting 

A gasoline price war in Denver stopped at the same time 
as the one in Pueblo. Regular grade was posted at most 
Denver stations carrying major brands at 20c, and prem- 
jum at 22c, which compared with 12.4c and 14.4c, respec- 
tively, for the price war lows. Prices at Independent sta- 
tions were 18.4c for regular, up from 11.4; and 20.4c for 
premium, up from a one-time low of 13.4¢ 


Oil Price Index Unchanged 


WASHINGTON Bureau of Labor Statistics’ whole- 
sale oil price index was unchanged for week ehded March 
13 from preceding week, based on Platt's Oilgram quo- 
tations. Current index als representing week ended 
March 6) is shown below in comparison with correspond- 
ing week a year ago (1947 equals 100) 





Crude Oil Prices 


Phillips, effective Feb. 1, has withdrawn crud 
postings for Schuler-Jones 1 and Smackover 
Heavy in Arkansas, and Mush Creek, Skull 
Creek, Sheldon Dome Golden Eagle Seaver 
Creek, and Riverton Dome in Wyoming. Phillips 
also has added to its Gulf Coast crude schedulk 
postings for League City, with prices ranging 
up to $2.80 for 40 gravity and above, and Choco 
late Bayou, with prices for top gravities ranging 
up to $2.88. No other changes in crude oil prices 
reported in week ended March 17. For complet« 
crude price schedules see Feb. 28 NPN, p. 48-49 
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Prices at Refineries and Terminals and by Tank Wagon 


PRICES IN EFFECT MARCH 19 


Prices herewith are reproduced m Platt'’s OILGRAM Daily Ou guaranteed; for subscribers’ private use only and not for resale or 
Price Service, associated w National Petroleum News, whose rep distribution or publication During periods of short supply, some sellers 
resentatives in all NPN-OLLGRAM offices devote their time exclusively and at times all sellers, withhold quotations to new customers or the 
to reporting oi! industry prices everywhere posting of firm prices but give OJLGRAM the prices they otherwise 

would quote to the trade in general and which they confine to their 
prices or quotations or generai offers regular customers only and such prices appear in the price tabies 
pipeline terminal operators, and vy Octane ratings are ASTM; Research Method ratings, indicated by letter 
tanker terminal operators, for current gales and shipments, for the bus R. are minimum ratings; Motor Method ratings are indicated by letter 
iness day or piriod stated, except Tahk Wagon prices, prices are for M. For further details of price conditions apply to uny WPN OILGRAM 
bulk lots such as tank car, truck transport, barge; prices applying to office or see back of any OJLGRAM Price Service invoice 
barges or cargoes or truck transport lots only, so designated; FOB re » 
fineries or terminals, in cents per ga except per bbi. where § sign is For complete price service delivered daily from nearest OILGRAN 
shown; wax and petrolatums in cents per pound; ex all fees and taxes publishing office, New York, Cleveland and Houston, address Piatt's 
for crude oi! and its products lawfully produced and transported. re Price Service, Inc 1213 West Sra St Cleveland (13), Ohie Annual 
ported as received by OILGRAM and National Petroleum News but not subscription rate in t Ss $150 per year, payable in advance 


Prices shown in tabies are sales 
or posted prices by refiners, by 
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COLORS 


THIS 
IS YOUR 
MARKET PLACE! 


A card advertisement in 
NPN's Market Section 
every week will bring you 
continuous 


quick and 


sales at low cost. 


WRITE FOR SPACE RATES 


NATIONAL PETROLEUM NEWS 
1213 West Third St. 
Cleveland 13, Ohioe 








Fluorescent color for 
solvent extracted and 
additive lube oils. 


Petroleum Colors 


PATENT CHEMICALS. INC 
PATERSON 4, N. J 
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Refinery & Terminal Prices (Continued) 


PRICES IN EFFECT MARCH 19 


KEROSINE, GAS & FUEL OILS 


ORLAHOMA (Group 4) mi City 


Kerosine 


Pittsburgh 

Kerosine 

N i fue 
MIDWESTERN 
‘ ‘ 
i244 ww 
Range 


(trreap 1 beste) 


ww 


CENTRAI 
FOR Cer 


MICHIGAN 
Michigar 


TEX 
143 wow 


244 ww 4] 


(Por shpt. toe Tex. & \.M. deat ns 


2 straw . 
6 fue $1.7 
TEA. (Por shpt. to Tex. & NM. dest’ns 
1-4 ww onto 
‘ww 1 
S & above [I 
1 straw 
traw 


Kerosine 


TEX 


43 we 


(Truck trnapt 


“ww 
* & above I 
if 


CALIFORNIA 


: ‘$1 

CENT. W 

i143 we 
s @ at 


TEX. (Truck trnspt.) 
et! I 
1 fue 


» fue 
) fue $1 2 


KANSAS (Por Kansas destinations only 


& 
1 fue 


4 fue 
AKK 


i244 ww 


(Per shipment 


NATURAL GASOLINE 


& Bre 
R 


WESTERN PENNA 


Bradford Warren FOR GROLP 


POR BRECKENRIDGE 








Marketer of Petroleum Products 
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CHICAGO DISTRICT PRICES 


oes to jobbers & distributors in tank ca 
r truck transport FOB refineries 
terminala waterwa 
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Refinery & Terminal Prices (Continued) 
PRICES IN EFFECT MARCH 19 


ATLANTIC & GULF COASTS 


terminais, and of 
of lgbterage 


Prices are of 


FOB their 


refiners, FOB 
terminais, Ships 


their refineries & tanker 
bunkers prices are exclusive 


98 Oct. K 86 Oct. K 
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Refinery & Terminal Prices (Continued) 


_ PRICES IN EFFECT MARCH 19 
GULF COAST—CARGOES, DOMESTIC & EXPORT, ALL PORTS 
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MIDDLE EAST CRUDE PRICES 
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PACIFIC COAST 


In Ships’ Bunkers, Diesel Fuel Banker ( Puet 
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MEXICAN BUNKER PRICES 
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Guaymas 250 $3.95 
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28 YEARS OF RELIABLE 
OIL PRICE REPORTING 


This, in just @ few words, is the story of 
Platt's OILGRAM Price Service 

Since 1923, it has been recognized 
throughout the industry os the foremost 
daily ofl price reporting agency. It hos 
constantly been top management's major 
source of oil price information, and with 
good reason. 

. « « OILGRAM has the lorgest stoff of 
oil price experts employed by any oil 
price reporting agency. 

. OILGRAM is the most complete, 
most comprehensive price report available 
to the oil man. 

OILGRAM has the complete con- 
fidence of its subscribers. More than 
ninety ovt of every one hundred oil men 
who once subscribe renew their subscrip- 
tions year ofter yeor. 
if you are dependent upon daily oil prices 
in your marketing operation, you should 
be an OILGRAM Price Service subscriber. 
We invite you to accept o week's Trial 
Subscription with our compliments. There 
is no obligation on your part whatsoever 
A letter of request on your compony 
letterhead is all that is required 
Write today to: 


Platt’s 
OILGRAM 
Price Service 
1213 W. 3rd St., Cleveland 13, Ohio 
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Tank Wagon Prices (Continued) 
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Position Wanted Wanted to Buy or Lease For Sale 


PREPARE YOURSELF 





varket New rk sales execut 


esent a gt of manufacturers MULTIPLE PUMP STATION FOR SALE 


ee basis 1 wel acquainted ! N 4 R T K 
lepartments can expedite result Or ome that can be made into one TA K A AN s 
‘PN adv 12 pt 15 "LI : Will lease or buy Major or Inde POR STORAGE 

pendent brand. Must be liiway location Cotled and Non -Coiled 


in or near town of 10.000 or more Cleaned— Painted. - Tested 


6—5.000 Gal.* 
BOX 494 1—4,500 Gal.*** 


*—1 ***3 Compartment Tanke 


Some of the above tanks are located 
in Kansas 


For Sale IRON & STEEL PRODUCTS, INC. 
AVAILABLE SOON: Industrie + mes OR GARE: Wah eieed ecc-emen - 13456-A S. Brainard Avenue 
or s AMmIing ull respon bility 
- . LE BRICANTS Chicago 33, IMinois 


filler Bargair NATIONAL 
ram Labor contract negot a 

ona, supervisory, sales, job CORPORATION, Route 16, Box 31, Houston, “ANYTHING containing IRON or 
STEEL” 








oyment, wage and salary ad Texas 

personnel relations etc etc 

top ) ment of polices 

a = FOR SALE: 1947 Reo Tractor, 371 cu.-in., 2 
speed axle, newly overhauled, « ess thar 
100,000 miles Also Davis ! er 
6 compartment, 3630 gallor t , FOR SALP 
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finery. All equipment to be 
sold on site of 
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STEEL STORAGE TANKS 
Railroad Tank Car Tanks 
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pa Cleaned—Painted—Tested 
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NEW MANFACTURING PLANT of Magie Brothers in Franklin Park, IIL, partly completed. Rail tracks between building and 


tanks will be matched later by tracks on other side of building to allow continuous “in-out” movement of raw materials products 


. . superintendent Herbert Stanner 
Compounder Expands to City Outskirts general sale a Sam W. Bodman 
Jr vead of metal working and core 

After Study of Costs, Business Growth 


Ky NPN Staff Writer t ts in the Cl 


Sun Markets New HD Oil 


PHILADELPHIA—Sun Oil Co. this 
week introduces its new “premiun 
sidered the nearness of railroad heavy duty” motor oil under the Dy 
tracks, ease of approach to the new nalube brand. According to Sun, new 
plant, and freedom from traffic tic oil 


1Ncago area 


How does an oil company proceed Transportation. The company cor 


When sales increases outrun plant 


facilities, and the need to expand 
be mes evident? What questions “meets or exceeds car manufac 
need decisions How, for examplk ups turers’ specifications as a heavy duty 
lid Magie Brothers, a Chicago lub« premium motor oil 
il compounder and grease manufa Other factors discussed were poten Company is advertising the new l 
ture naet e follor y three ob t ” upply, room for further : 
urer, meet the following three prot PI n more than 400 daily newspapers in 
' , P ts marketing territory in 18 states 
er : move , vomb centers n case ‘ 
n recent year ™ and District of Columbia n addi 
‘ war air attach ° . ; . ® 
r larger quarters « ion, Sunday supplements in 18 news 


with more storage New Location Magie's new site is papers carry Sun's ) full color 


ms among ts biggest headaches ‘ ? i land drainage and re 


nanufactur r space 1 three-acre tract of land in the Company als IS omoting its oil 

2. Need for new and addit northwest sector of greater Citicago — — pete rays ype ne ~sagpene 
anufacturing equipment It is located on Soo Line track (t dic di d television ar 
. n Wisconsin, Minnesota, the 

other Northwest states and 

Canada) Company officers say the 


ew location 1) 
solution ld npan' new location wil 


Need for a plant location av . 
Sun's ads centers on 
m traffic congestion tl A Road 
Sali | 6Oau 
erican Au 
a) Allow further expansion to meet 
the demands of war emergency and on 
t mie ¥ r ne Ket } : 
emergency markets r l : made within a 
npany of ‘ ; 
) ’ I ‘ t ‘ ] st 7 
was necessary t Cut transportation costs : : : ‘a ix 
Vv n 1eW ar manufac 
‘ 14 miles 
. shave manufacturing costs by 
n Frank 
‘ err ng streamlined operations 
a caretu 


Allow the company, as business 


Real Eatate—Masie at first co ws, to draw help from a “des Murchison Oil Takes Over 


lered expanding in the neighbo ] section of small homes 
<i of its exist plant H 7 . older property in Chicago will CHICAGO . olling interest 
mMpany ) d the cost of near t cept as a close-in distributing Consumers C€¢ etail fuel oil ar 


roperty wou high probably pot for city business. some rai! buildir materials company, has beer 


exorbitant Rents also had gone uy hipments, and as business head purchased by Murchison Oil Co., Dal 
10 or more, in the previous 10 quarters las, it was revealed March 19. R. C 
» teed ] continus¢ as president 
years. So the company began lool wed wil Une BS precy 
: Company officers are John Magix Consumers. NPN was told 
ng farther away for plant site : — —— a 
president Willian A. Magie 


Zoning Before purchasing president Ernest Allind, secretary Consumers, an old established 


; ma 
Magie checked local ordinances fo Andy Callaghan, vi 


e president of terial supply firm, started its reta 
oning restrictions that in the ps wholesale marketing Frank Oo fue] | operation in 1938 and 
had proved troublesome to larger oi Magie, director W. E. Hoch, head me of the leaders in this field 


aders ld 
companies n other semi-industria f research V. Cc. Paulson plant “hicago area 
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Ton-Mile Taxes Hurt Trucks Defense Effort 


By HOLGER RIDDER 
NPN Transportation Editor 


Three states currently contemplate 
enactment of ton-mile taxes on 
trucks, while two others are consider- 
ing legislation which would increase 
prevailing rates imposed by exist- 
ing ton-mile statutes. Twenty other 
states and the District of Columbia 
now have laws authorizing collection 
of taxes on either a ton-mile or mile- 
age basis, with varying degrees of 
application 

This indicates the degree of suc- 
cess with which various anti-truck- 
ing interests have met in promoting 
legislation designed to accomplish 
these objectives 

1—-Burden highway transport with 
additional taxes to obtain competi- 
tive advantage for other forms of 
transportation; 

2.-Tax the truck operator at a 
much higher rate, primarily on the 
erroneous premise that he is almost 
solely responsible for the current poor 
condition and inadequacy of our pres- 
ent highways; 

3—Placing the spotlight of publi 
attention on the tax question and 
hammering away at alleged damage 
done to roads by trucks often suc- 
ceeds in covering up inadequate plan- 
ing and improper road design by 
highway officials and/or road build- 
ers 

Two logical questions arise when 
ton-mile or mileage taxes are dis- 
cussed, especially among oil men 

What Will It Cost an Oil Mar- 
keter or Transporter? First, in ad- 
dition to the direct out-of-pocket ex- 
pense of paying the tax, there is the 
added cost of keeping the accurate 
mileage records required by the vari- 
ous laws of this type. For the in- 
terstate oil transporter the problem 
becomes even more complex since 
the various ton-mile taxes are not uni- 
form in either rates or formula by 
which the tax is determined 

But using one example as it might 
apply to an average Independent oil 
marketer, the tax picture might stack 
sp something like this 

X Oil Co. makes a number of 2,000- 
gal. gasoline hauls in Colorado, each 
trip averaging about 30 miles. Colo- 
rado's 0.2c per mile ton-mile tax is 
based on “revenue” ton-miles. There- 
fore it can be assumed that X Oil 
Co. will pay tax on only 15 miles 
per trip, since the truck will be re- 
turning empty. So, for that 15-mile 


MARCH 


haul of gasoline, X Oil Co. must pay 
the state 18c, since the actual pay 
load is about 6 tons 


For the petroleum hauler making 
a 50-mile delivery of 5,000 gals. of 
gasoline, the actual payload would 
amount to about 15 tons. The tax 
in this instance would be about $1.50 


So, the oil marketer and trans- 
porter has a stake in the ton-mile 
tax, and it is to his advantage to 
combat this or any other attempts 
to add any unnecessary expense to 
the costs of conducting his business 


Are Ton-Mile or 
Practical? According to National 
Highway Users Conference, eight 
states have repealed laws imposing 
ton-mile or mileage taxes, or have 
considerably curtailed their scope 
The conference remarks, “This is an 
unusually high mortality for tax 
laws.” The conference's report on this 
states 


Mileage Laws 


“Oklahoma adopted a mileage tax 
in 1923, lowa and Utah in 1925, Geor- 
gia in 1929, Tennessee in 1931 and 
Connecticut in 1932. Three states 
Georgia, lowa and Utah have com- 
pletely abandoned these taxes 
Kentucky and Oklahoma repealed the 
tax as to property carriers, thus re- 
stricting the application of the tax 


to busses. In Tennessee, the mileage 
tax was repealed in 1939 except in- 
sofar as it applies to non-resident 
carriers of passengers. for hire. Wis- 
consit| mileage tax, which had been 
applied originally to common car- 
riers in 1927 and extended to most 
contract carriers in 1931, was made 
optional with a weight tax under a 
1937 law and thereafter produced 
only half its former income. The 
most recent state to renounce a mile- 
age tax after having tried it is Min- 
nesota which in 10949 repealed the 
provision for alternative mileage tax- 
es paid by non-resident interstate 
property carriers in lieu of registra- 
tion fees 7 


“The principal reasons for the re- 
peal or curtailment of these taxes 
has been the belief that the tax could 
not be effectively administered with- 
out using objectionable procedures 


Currently, at least, James K. Knud 
son, Defense Transport Administra- 
tor, is on record as being opposed 
to what he considers restrictive and 
burdensome truck legisiation On 
March 12 he stated 


“Unjustifiable state limitations on 
sizes and weights of motor vehicles 
and restrictions intended to harass 
and burden highway transport to ob 
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KIND OF MILE TAX 





TON-MILE TAX-INTERSTATE TRUCKERS 
OBSTACLE COURSE 


4% HAVE NO TON-MILE 
YY TAX BUT CONSIDERING 


ADOPTING ONE 


CONSIDERING A 
REVISION OF EXIST 
ING TON-MILE TAX 
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What Is a Ton-Mile Tax? 
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time The ton-mile tax is a charge 
force levied against certain highway user 
the computed by multiplying the 
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Truck Fleet Course Set 


Starting this month (March 13 
South Dakota State 
ducting an 
course in 


College is con- 
extension workshop 
Motor Fleet Management 
and Supervision” in Falls 
Iowa Dean Frank G. Schultz says 
the course will run 


Sioux 


12 nights, one 
night a week and will be directed by 
Carl Seashore, consultant to Dan 
Jugan Oil Transport Co 

Mr. Seashore is on leave of absence 
from the faculty of Pennsylvania 
State College, where he directed the 
nationwide motor fleet management 
and safety program in colleges and 
universities of 38 states for the past 
five years 


MARCH 21, 1851 


permitted for non-resident mmercia per 
ators in lieu of registration or other fees 

Plertda and Michigan Straight mileage tax 

evied on both property and passenger carriers 

New Mexico .Straight mileage tax evied 

roperty and passenger arriers Spe 

ccasional trip fees for nor 

form f mileage taxes are re 

or permitted for non-resident mmer 

perators in leu 


Mileage t 
although repealed wit 
property carriers 
District of Columbia Tax (mileage 
iers over definite routes 
. Nerth Daketa and Tennessce 
r nal trip fees for r 
f eage taxes are 
n-resident mmer 


registra 


Correction 


The ton-mile tax passed by the New 
York legislature, to be effective Oct 
1, provides for truck taxes on the 
basis of gross weight at the rate of 
$0.006 (or 0.6c) per mile on trucks of 
18,001 Ibs., with the scale graduated 
up to $0.024 (or 2.4c) per mile for 
trucks of 62,001 Ibs. and over 


Misplaced decimal point in earlier 
report on the bill (see NPN March 
14, p. 29) made these rates incor 
rectly read 0.006c ard 0.024c per 
mile, respectively 
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Platt's PRICE SERVICE. INC. 
1213 W. Third Street. 
Cleveland 13, Ohio 


Please send me. . 





Plait’s OIL PRICE HANDBOOK 
1950 Edition, Is Now Ready 


The 1950 Edition of Platt’s OIL PRICE 
HANDBOOK 


ready for distribution 


is arranged and indexed in its 
usual convenient, easy-to-use man- 
ner so that in just a few seconds you 


any oil price 
any oil price change 
for any given date 
for any one of more than 
A 600 different petroleum 
products 


HANDBOOK is 
marginal indexed into four major 
price sections: (1) Refinery Prices (2) 
Seaboard Prices (3) Tank Wagon 


Prices (4) Crude Oil Prices 


It sells for $15 per copy 


eccccccccccccccscoe USE, THE COUPON BELOW cccccccccsccccccscs 


. copies of the 1950 Edition of Platt's OIL PRICE HAND 
BOOK at $15.00 per copy. Enclosed is check for $ 


(Ohio purchasers, please add 3°, sales tax.) 


is off the press and 


cloth-bound, 


Date 
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Drag Chains on Tank Trucks Serve 
No Useful Purpose, Engineers Say 


This report on stati 
for NATIONAT 
subject 


cussed is the use of drag chains 


was that drag chains are unnecessary 


most needed 


The noot 
tection in oil 


question of 
ympany operations was 
given a thorough, though strictly in 
formal, airing at the 1950 annual 
API meeting. The occasion was a 
session sponsored by two 
of the small but highly competent 
Subcommittee on Static and Stray 
Currents, Drs, John M. Pearson, di 
of the Sun Physical Laboratory 
al Newtown, Pa., and Oliver W. John 
son, fire protection engineer, Stand 
ard Oil Co. of California It has 
been a growing custom at both fall 
safety en 


stati pro 


members 


rector 


and spring meetings for 
their 
protection against 
urrent hazards to the 
for discussion and advice 


gineers to bring problems of 


practical stati 
ami stray 
committee 
This report is from the notes of an 
observer at the November meeting 

As always, the question of the tank 
truck drag 


Here ther was no 


chain opened the session 
disagreement 
drag chains serve no useful purpose 
although 
that is when the heaviest generation 
takes 
sloshing of the gaso 


while the truck is in transit 


stati charges place not 
because of the 
line in the argo truck, but by the a 


tion of the tires.) 


t areliable The real criticism of 
the drag chain is that it is unreliable 
when the truck is taking n carg 
through the open dome at the loading 
rack. Completely 

afforded by a 


he loading pipe and the 


reliable protectior 


bond wire betweer 
tank body 
Drag chair should not be used except 
where lo laws require then ar 
every ) be nade by 
men t obsolete re 
ments 


recent N 
and API standards 


Loading, Unioading Trucks 
need of bondin ling sys 
tank 


ten 


rbably 


gener 
t yure enough t 
poured, or other 
wise transferred me contain 
to another ast 


ated every 
be an insulat 
majority 
through 
inherently 
electrically connected together. Hence 
the stati with the 


product flow back through the pipe 


cases, as transfer 


pipes, the mtainers are 


harges flowing 


48 


juring the 1950 annual meeting 


electricity as it affects oil marketing was prepared 
PETROLEUM NEWS by engineers who attended a meeting on this 


of the API. Among the subjects dis- 


m tank trucks. The consensus of the megting 
and are unreliable when grounding is 


and no accumulation takes place on 
either container. In the case of the 
tank truck being filled or discha>ged 
through a pipe system this is clearly 
the situation 


If there is a hose in the system 
as is more commonly the case when 
closed systems” are used with tank 
trucks, an accumulation will take 
place on the truck during very dry 
weather because there is less leak- 
age over the tires to the ground 
However there is no hazard of a 
spark even when a hose is used in a 
closed system, because there can be 
no difference of potential voltage be- 
tween the two parts of a hose-cou- 
pling when it is being broken, hence 
there is no fire hazard, and no bond- 
ing is required 

That 


question of 


seemed to take care of the 
bonding a truck 
when dumping through a closed sys 
tem at a bulk station or even at a 
service station. But what about the 
more method of dumping 
stations through 
inserted into the fill 
underground tank? 
Does that operation require an ele 


tank 


common 
gasoline at 
a hose nozzle 

opening of the 


service 


trical bond for prevention of 
fires” 


stati 


No Electrical 


answer was 


Bond Needed Th 
again no, and the reas 
given was that it is practically in 
possible to avoid contact between the 
hose nozzle and the fill 
the flow of gasoline As one 

it, to show that thei: 

not purely academi 1 hundred 


pipe during 
man 
answers 


n gallons of gasoline are used 
h this every day Ev 


lon is handled into and out 


country 


‘ 


tank truck at least once on its way 


the customer sometimes as many 
three times. The fact that thers 
ve been no authenticated static fires 
handling this ] 
ns, including the Y 
slip-nozzle delivery from 
hose t is the best 


hazard 


» underground tank 


possible proof that there is no 


from static in these operations 

has been 
added to nearly all gasoline deliver) 
hose by the inclusion of a bond wire 
in the hose arcass, presumably for 
bonding 
justified by 


Another « was said, 


the purpose of electrically 

the couplings. Is this 

theory or experience ? 
Here the experts again kept both 


fee on the ground when they stated 


that hundreds of tests of so-called 
bonded hose have shown that after 
ontinued use the bond wires break 
but with no effect on the safe use 
of the hose. This, they said, checked 
with the scientific analysis of the 
problem. They recommended that no 
reliance be placed on such bonds in 
hose, and that they be not required 
when hose is purchased 


Hazards Exist The impression 
that no static hazard is recognized 
in the handling of gasoline was, how- 
ever, quickly dispelled. It is the rela- 
tively rare case, where low flash ma- 
terial is being poured through an 
opening into a highly insulated con- 
tainer, that requires special care. Here 
one must see that an electrical path 
is provided so that the charges be- 
ing conveyed to the insulated con- 
tainer can get back easily to the pipe 
system or container from which the 
liquid is flowing. This case is illus- 
trated by the filling of drums on dry 
wooden or concrete floor, the filling of 
tank trucks through open domes dur 
ing very dry weather, and similar 
operation. Here a system of bonding 
wr grounding is the only safe pro- 
cedure, Of the two, bonding is pre 
ferred to grounding simply because it 
is more obvious and hence less apt to 
be out of order 

How heavy should this bond be 
Heavy enough to stand normal wear 
and tear; the electrical resistance of 
the bond system may be several mil- 
lion ohms and still be 
bleed the stati 


adequate to 
charges 

Stray Currents— Only twice did the 
juesti yn of stray currents arise nor 
nfusing side line in every 
static protection discussion. That was 
with the loading and 
discharge of tank cars and tank ves 


sels. In both 


mally 
in connection 


cases it was stated that 
there was no static electricity hazard 
involved, and that the stray current 
hazard could only be handled through 
ompetent engineering studies 
it seemed that 
il-handling 
nended by the Amer 
Railroads pamphlet 


adequate t 


ars 


) prevent sparks 
wharves 
ymmended that piping sys 
idied to avoid entrance of 
il, where 

ns should be inserted 


’ 


at 


irrents On 


possible 


or near hose risers 
stray 
wise get int the 
r ship Ss hose and 
cause sparks when hose flanges 
separated. The virtue of the 
cable used by some com] 
ground shore piping to ships, is 
still apparently debatable, There was 
no disagreement, however, on the fs 
that while such cables are com 
“static cables,” they 
have no function as 
ship loading or 


currents 


nterrupt 


anies 


ly misnamed 
tually 
protection in 


harge 
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Liquid Depth Indicator 
(Bulk Plants, Terminals) 


A new liquid level indicator has been 
developed which has dual! scales that 
may be read in inches or gallons. The 
remote gauge may be located any- 
where up to one-quarter mile from 
the tank and may be installed above 
or below the level of the tank. The 
flexible scales in the unit may be re- 
moved. or adjusted. Gallon conver- 
sion figures may be typed on the 
scale, manufacturer says. The prin- 
ciple of the unit is the application of 
static pressure. The tank assembly 
may be installed when the tank is 
either empty or with any amount of 
liquid, company says, and the unit 
will measure any kind of oil product 
stored in any type of tank, manu- 
facturer says Among the features 
listed are: metal aerator, flood proof 
and scale readings adjustable to take 
eare of tank pitch Liguidepth In- 
dicators, Inc., subsidiary of Petro- 
meter Corp 


Circle No. 1 on Reply Card 


Keeps Engines Warm 
(Trucks) 


A new, automatic device keeps 
engines warm in cold weather by 
starting the engine and allowing it to 
run a few minutes to restore “normal 
temperatures (usually two to four 
times during a cold night), manu- 
facturer says. The main unit clamps 
to the engine head or manifold bolt 
and has four connections to the elec- 
trical system As the outside tem- 
perature falls, it automatically starts 
the engine, allows it to run for the 
period required and then automatical- 
ly shuts it off, company says A 
control knob on the dash switch 
uni turns the unit on or off, and 


one of the features is said to permit 
operation of the unit only when gears 
are in neutral The switch knob 
glows red when the unit is on. The 
manufacturer says that setting of the 
generator to charge at idlitig speeds 
will compensate for battery drain and 
that no more gasoline is used in keep- 
ing the engine warm than would be 
needed to warm it up from lowest 
temperatures Gray-Lincoln Engi- 
neering and Manufacturing Co 

Circle No. 2 on Reply Card 


Grounding Reel 
(Bulk Plants, Terminals) 


A grounding reel for use at load 
ing racks in bulk plants and terminals 
is said to keep the grounding cable 
off the ground and thus prevent 
damage and entanglement. The reel 
is equipped with 40 ft. of 3/32 
cable, all parts are cadmium plated 
or are of rust-resisting material, and 
there is uniform tension throughout 
the entire length of the cable when 
it is pulled out, company says. The 
reel, however, can be provided with 
a ratchet arrangement, which latches 
the cable at intervals. Benjamin Ree! 
Products, Inc 

Circle No. 3 on Reply Card 


Flasher Warning Light 


(Trucks) 


A flasher warning light has been 
developed to take the place of flares 
and lanterns The unit produces 
1,000 hours of light on one battery 
manufacturer says It has a neon 
tube which company says does not 
burn out Reason for long battery 


life is said to be the fact that the 
light is on only 5/1000th of a second 
The unit is said to produce a brilliant 
light. The light flashes at the rate 
of 120 times per minute. The manu 
facturer recommends the light for 
trucks in case of accident or break 
down, and for other uses such as 
around construction projects or dan 
ger spots. One type is a directional 
warning light, the other is non-direc- 
tional as shown in the illustration 
Light Products Inc 


Circle No. 4 on Reply Card 


Rotary Hand Pump 
(General Application) 

A new rotary hand pump is said 
to give greater delivery capacity. It 
handles gasoline, kerosine, motor and 
tractor oil, distillate, antifreeze, other 
liquids and can be mounted on marine 
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P. R. GIRARD 


Foctory Representative 


Champion Compressors 
Globe Hoists 
Wheaton Brass Works 


327 S. LaSalle S 


Chicago 4, ili 











SERVICE 


INDIANA 





Everything in Bulk Plant 
and 
Service Station Equipment 


INDIANA OIL EQUIPMENT CO. 


417 Madison Ave 
indianapolis 4, Indiane 








Service Station and 
Bulk Plant Equipment 
COFFIELD SUPPLY CO., INC. 


80! Prairie Ave., Box No. 42 
South Bend, ind 


Bulk Plant Constr. Rep. Serv. 








LOUISIANA 
SERVICE EQUIPMENT CO. 


Houston W. Martin Owner 
Petroleum Equipment Headquarters 
Brodie Meters, McDonald Brass, 
Hewitt Hose, Gorman Rupp 


and Invader Pumps 
726.28 Girod St 





New Orleons, Lo 








MAINE 





MAINE it's 


gould equipment co. 


Box 1611~—Port 








MASSACHUSETTS 





E. L. TRASK 
OPW Valves Roper Pumps 


Brodie Meters 


| 
| 
Pioneers of Equipment for the Oil industry 
| 
| 
| 


PETROLEUM EQUIPMENT CO. 
, $1 Boston 1} 


5. Mass. | 


jersey 





50 


EQUIPMENT 





engines, steel drums, portable, trans 
fer or storage tanks, and wood bar- 
rels. It is said to be equipped with a 
non-drip spout and self-adjusting 
sliding carbon vanes to insure posi- 
suction at all times. Suction lift 
is in excess of 10’. The pump has a 
cial bung screw to fit a 1%” or 
2° drum or tank opening, and is fur 
nished with a 42” length of 4” pipe 
A threaded hose coupling permits an 
& hose to be installed The hose is 
equipped with a bent pipe on one end 
making tractor and truck servicing 
a one-man operation, manufacturer 
says. It has a capacity of 15 g.p.m 
K-P Manufacturing Co 


Circle No. 5 on Reply Card 


Automatic Rotary Filler 
(Canning Plants) 


A new rotary filler has been de 
igned for the handling of two-gallon 
rectangular oil cans. Manufacturer 
says the filler is fully automatic 
Rated filling speed of this machine is 
28 to 30 cans per minute of SAE 30 

at 120 deg. F. Horix Manufactur 
ng Co 


Circle No. 6 on Reply Card 


Tire Inflator 


(Service Stations) 


s set for Ul air 
and = the 
the t 


chuck 


NEW JERSEY 


pAPUTING Refinished like new 
cock 
WHEELS Prices reasonable 


SERVICE SPECIALTIES INC. 


205.15th ST JERSEY CITY 2,3 


co 


Exchanged or sold 








REBUILT 
METERS « REGISTERS 
PUMPING UNITS 
ON EXCHANGE 


Your order shipped same day. 
Low prices. Work guaranteed. 
Write: 


TEN HOEVE BROTHERS 
359 McLEAN BLVD. 
PATERSON 3, N. J. 





NEW YORK 








RENICK & MAHONEY, INC. 


114 Liberty Street 
New York, N. Y 


Bulk Plant—Truck Tank 
and 
Service Station Equipment 





PENNSYLVANIA 





E. 0. HABHEGGER CO. 


Fairmount Ave., at 24th St 
PHILADELPHIA, 30 


HABHEGGER 





For The Petroleum Industry 
BULK PLANTS 
TRUCKS—SERVICE STATIONS 








RUTLEDGE EQUIPMENT CO. 
334 Bivd. of Allies Pittsburgh, Po 
Rutledge Service Station Flood Lights 
G&B Equipment— Buckeye Valves & 
Fittings 
Granco Pumps & Meters—Air 
Compressors 











West. Penn. Oil Equipment Co. 


andusky St Ceder 8822 


Pittsburgh 12, Pa 
Bulk & Service Station Equip 
Erie Computing Pumps 
Pittsburgh Equitable Meters 
Yale & Towne Pumps 
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aluminum loy and weighs 17 ozs on the steering post or dash and is also has an odometer or revolution 
There is no gauge-watching or valve connected to the sending switch by counter which will register up to one 
to operate by hand after the initial wire cable, Current is supplied by th« billion engine revolutions before 
dialing operation is performed. Kent- truck's electrical system. The sending starting over. This feature is said to 
Moore Organization, In switch revolves with the distributor make accurate scheduling of main 
Circle No. 7 on Reply Card shaft and transmits current impulses tenance work possible. Both of thease 
to the receiver which actuates the models are available for 12 volt as 
tachometer mechanism and pointer well as six volt systems. Another 
The equipment is available in three model, for six volt systems, hag both 
models, all with 270° dial scale. The an odometer and a built-in vacuum 
standard mode! is for six volt sys gauge which serves as an engine an 
tems, shows engine speeds up to 4 alyzer and shows the condition of the 
500 r.p.m. and has engine “economy engine at all times, maufacturer 
range’ markers. Another model has says. Stewart-Warner Cor, 
the same dial and speed range but Circle No. 9 on Reply Card 


Flammable Gas Indicator 
(Bulk Plants, Terminals) 


An explosion proof portable instru- 
ment is said to indicate the presence 
of flammable or explosive gases. By 
making the instrument explosion 
proof, the danger of a spark from 
the instrument igniting a dangerous 
air-vapor mixture is said to be elim- , 
inated. The unit weighs 6 Ibs. and is / TAAL A 
5%” in diameter and 6%” high. Con- 
trols consist of an on and off switch 


a voltage check knob and a Zero WwWH)O operates one 


setting knob. Lor-Ann Instrument Co 
Circle No. 8 on Reply Card 


He will be quick to. tell you about its 
extreme reliability — about its rugged 
performance — about its longer serv ie 
life with little or no maintenance, which 
pays off in economy. Oilco Loading 
Line Valves set a new high standard 
for the industry, the result of basic 
knowledge, broad experience and clos 


co-operation with mayor oil company 


Tachometer for Trucks, Cars tina 


(Transportation) 


weitt Foe YowR COFY TODAY 
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Zinc Protective Coating 
(Bulk Plants, Terminals) 


A new method of cold galvanizing 
protect and iron by 
electro-chemical union 
thus allowing zinc to become galvan 
ized to the base metal’s surface. The 
product is said to differ from metallic 
paints containing zinc since it 
with the iron to 
continuity. In 
is applied directly 
rust t induces the 


is said to steel 


reating an 


corm 
pro 
Cases 
onto ad 
rusted 


bines steel or 


tuce electrical 
whe re it 


herring 


area to create its own protective, non- 
flaking coating, arresting further 
rust and preventing rust creep, the 
manufacturer says. The coating may 
be applied with a brush, spray gun 
cold dip. Chase Chemical Corp 
Circle No. 10 on Reply Card 


Adjustable Loading Dock 
(Warehouses ) 

An adjustable loading 

made in two sizes and is 
to provide an extension of 


dock is 
designed 
the loaci- 


GORMAN-RUPP CENTRIFUGAL PUMPS 














You Are Invited To 
Place Your Petroleum 
Handling Problems 
Before Our Engineers 
At No Obligation 


Centrifugal Pumps For 

Production, Processing 

Storage and Marketing 
Applications 


M 


GEAR DRIVEN FOR 
POWER TAKE-OFF 


This new pump is self-priming. 
It meets the transporters’ demand 
for increased pumping performance, 
— easy installation, — economy and 
trouble-free service. 


Only 1314 
pump 


high—I1° wide, this 
unts in truck frame with 
plenty of under clearance. Parallel 
uction and discharge makes pump 


simple U in piping system. 


Newly designed, — without check 
valve — this pump has the lowest 
cost of maintenance and many val- 
uable safety features. 

Write 


for Bulletin 


9-OE-11 


ANSFIELD, OHIO 


ing dock platform directly into the 
truck The unit is adjustable both 
vertically and horizontally which 
makes exact spotting of the truck 
unnecessary. Once the dock is low- 
ered into place, the unit is said to 
automatically adjust itself to the 
changing height of the carrier. The 
platform is designed to eliminate any 
bump at the outer end or crack at 
the point of contact with the dock 
It is said to provide a non-skid ramp 
easily fork truck, two- 
wheelers and lift jacks. The unit is 
set in a frame which be 
omes a part of the plant dock. No 
lubrication or maintenance is re 
quired, company says, One model is 
front to rear, and has a 

vertical adjustment The other 
s 72° with an 18” adjustment. Width 
of both models is 72” and a 14” hori 
zontal adjustment is afforded in each 
instance. Karl A. Herman Co 

Circle No. 11 on Reply Card 


accessible to 


permanent 


from 


Clutch Coupling 
(Bulk Plants, Terminals) 

A new clutch coupling has been de 
signed for installation on the shafts 
f integral horsepower electric mo 

rs up to 15 h.p. rating. Used in 
onjunction with a flexible coupling 
the unit provides connection between 
the motor shaft and the driven shaft 
without the necessity of maintaining 
exact alignment, manufacturer says 
Mercury Clutch Division of Automa 
tic Steel Products, In 

Circle No. 12 on Reply Card 
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Weather-Proof Coverall 
(Service Stations, Bulk Plants) 
Manufacturer has designed a one- 

piece coverall which is said to be 

rain-proof and suitable for use at 
service stations and other jobs such 
as outdoor work at bulk plants and 
terminals The coveralls are made 
of plastic and can be slipped on 
over suit, manufacturer says. They 
have a tie-around belt and turn-up 
ollar, and have a zipper from waist 
neck. Timely Products 
Circle No. 18 on Reply Card 


Removes Vapor from Air Lines 
(Service Stations) 

A newly-developed device s said 

to provide 

vapor 


ontinuous removal of oil 
water, free oil, water-oil en 
ulsions and dirt in air or gas lines 
The unit has liquid-impervious cer- 
amic filters which 
junction with 


operate in con 
specially compounded 
activated carbon to deliver clean air 
manufacturer says 
America 


Circle No. 14 on Re ply Card 


Selas Corp. of 








Positive Sealant 
for the 
PETROLEUM 
INDUSTRY 


RECTORSEAL 
#2 


Becouse it retains 
its sealing quolities for 
the life of the connec 
tion It's unaffected by 
petroleum ond ail its fractions. It is easy 
to apply, economical to use. It never 
dries out or hordens—never freezes cor 
ections Available in brush top cans 
pints, Yo pints, 4 pints. Ask your jobber 
or write 
RECTORSEAL, Dept. J 
2215 Commerce S$ 
Houston, Texas 


RECTORSEAL + 2 


MAKING THE OIL INDUSTRY SAFER 








MARCH 21, 1851 


Chain Applicator 


(Service Stations) 


A chain applicator has been de- 
signed to aid in the installing of car 
chains. The unit is grooved to hold 
the cross links and after the car has 
been backed onto the applicator, the 
balance of the chain may be pulled 
around the wheel without further 
shifting of the car wheel, the com 
pany says. Overseas Markets 

Circle No. 15 on Reply Card 
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Magnesium Hand Truck 
(Warehouses) 


A new model, all-magnesium hand 
truck weighs less than 12 Ibs. and is 
said to be suitable for moving case 
goods, package goods, tanks and 
other warehouse uses. A feature of 
the truck is the addition of stair 
climbers which manufacturer says 
permits the user to move loads be- 
tween two levels with less trouble and 
effort Another feature is a curved 
back frame for carrying all types of 
packages, containers and bulk goods 
Magline, Inc 

Circle No. 16 on Reply Card 


New Valve 
(Bulk Plants, Terminals) 

A new principle is said to be ap- 
plied in the design of a valve which 
features a precision-ground bal! to 
provide accurate control at all posi- 
tions. In closing the valve the ball 


cage and ball move downward, end 
ing with the ball gliding horizontally 
into the seat. When opening, the ball 
is gently pried and rolled out of the 
seat by tapered fingers. Paul Valve 
Corp 

Circle No. 17 on Reply Card 


No-Drip Nozzle 
(General) 

A new nozzle is said to prevent 
liquid contents from dripping or run- 
ning over the sides. This is said to 
facilitate pouring, prevent drying and 
helps keep the neck of the can clean 
according to the company. The length 
of the nozzle and the lip construc 
tion are said to give the unit the no 
drip feature, Upressit Products Corp 

Circle No. 18 on Reply Card 


PENNSYLVANIA 
PENNINGTON EQUIP. SALES CO. INC. 


442 Tinemon Ave Williamsport 39, Po 








Wayne Pump Company Products 
Marlow Centrifugal & Blackmer Rotary 
Pumps — Truck Tanks — Hose — Reels 
Storage Tanks — Pittsburgh Equitable 
Meters — Gasoline & Oil Equipment 


TEXAS 


Storage Tanks 
Reconditioned Computing Pumps 
Complete Service Station and 

Bulk Plant Equipment. 
United Pump Service & Supply Co. 


1701 South Lamer St Dalles 2, Texes 


WEST VIRGINIA 
SMITH METERS 
H. H. TRUITT 


1403 Bth Ave 
Huntington 1, W. Vo 














Westinghouse Air Compressors 
Service Station or Bulk Plant Equip 


WASHINGTON 











mee Gasboy PUMP 


FOR EVERY SIZE CONSUMER ACCOUNT 


Salisbury’s Service Station Equip. Co. 


South 214 Post Street Spokane 8. Wash 
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LITERATURE 


Personnel Selection 
(Management ) 


An eight-page booklet tells how to 
develop A 


personne| selection pro 


gram which will aid management in 
selecting better employes for their 
business fron the executive level 
down to plant personnel It tells 
about patterned interviews, telephone 
checks, basic character traits, rating 
applicants and using application 


VIKING; 


20-35-50 
92-200 
GPM SIZES 


oA 
SXXS 


For fast, clean, loading and unloading 


vp to 11,000 SSU 


Reduce your pumping time with these big 


blanks. Various personnel selection 
forms are available which are tailored 
for specific purposes. The Dartnell 
Corp 

Circle No. 19 on Reply Card 


Lube Equipment Catalog 
(Service Stations) 
A new 60-page catalog of auto 
motive lubricating equipment includes 
nanufacturer's complets line Cab 


= 


} 
| 
} 

















petroleum products and other liquids 


ideal for installing out of doors without protection of any kind 


rugged units Built to toke it 


A complete range of box on pump. Leak 


sites 


OUTSTANDING iste 


FEATURES: + oe 


ron 


eokoge 


Radial 
pump 


gpm 


bushed 
smaller 


Stam 
shott 


Viktor 
head 


See capacities 
at left 


Dil tight 


beoring 

shatt m 2 cups Other style 

size Bron grease 
bearing < tiona 


valve on pump 


Optiona 


resistant 
Speed and capacity 
range available for 


cave 
each size pump 


Five ball check grease 


fittings op 


sizes 


Complete unit totally 
tee! 
oe Gump enctosed for outside 
rusting 

vse without protec 
tron ¢ any kind 
when equipped with 


totalled enciosed mo 


ong stuffing tor 


> omplete information, send tor fr 


SP.223AR 


today 


Viki Pump Company 
i Tite Cedar Falls, lowa 


inet and portable lubricators, dual 
purpose hose reels, several new 
pumps and a new gun rack are shown 
Photographs show actual installa- 
tions in service stations, with a floor 
plan and bill of material below each 
picture. Detailed installation dia- 
grams and instructions have been 
provided for each type of equip 
ment requiring linkage to air or lu- 
bricant lines. Aro Equipment Corp 
Circle No. 20 on Reply Card 


Concrete Preserver 
(General Application) 


Literature describes manufacturer's 
concrete preserver. The product is 
said to penetrate and seal concrete 
floors, thus preventing dusting or 
chipping of concrete during future us 
age. Its penetrating quality is said 
to make the finish part of the floor 
rather than a surface coating. It 
lengthens both life and finish of the 
floor, company says. The finish is re 
sistant to grease, oils, gasoline, soaps 
and heavy traffic and may be applied 
to old as well as new concrete floors 

ympany says. The preserver comes 
in a number of colors, It may be ap- 
plied by brush or applicator. Multi 
Clean Products, Inc 


Circle No. 21 on Reply Card 


Oil Burner Catalog 
(Fuel Oil Distributors) 


A 16-page catalog on oil burners 
gives data on manufacturer's auto 
matic horizontal rotary type; steam 
turbine driven type; combination gas 
oil type; semi-automatic type; and 
pressure atomizing type. A selector 
chart, plus specifications and capa 
cities are given together with data 
on operation and control of each 
unit. Ray Oil Burner Co 


Circle No. 22 on Reply Card 


Materials Handling Trucks 
(Warehouses ) 


A new specifications folder con- 
tains complete data on manufac- 
turer's fork lift trucks, tractors and 
electric pallet trucks. The four-page 
folder gives information on capacities 
load centers, lift heights, weights 
limensions, turning radii and speeds 
ff travel. Towmotor Corp 


Circle No. 23 on Reply Card 


Rubber Conservation 
(General Application) 


A onservation maintenance plan 
for the oil industry to use for pro 
longing the life of industrial rubber 
products has been developed. The 
program includes a handbook, wall 
harts, and monthly bulletin on how 
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to select, install and maintain 
packing, conveyor belting 
belting. The company says the plan 
18 @ practical approach for “making 
the most” out of rubber products on 
hand. Quaker Rubber Corp 

Circle No. 24 on Reply Card 


hose, 
and other 


Grease Additive 
(Compounders ) 


A four-page bulletin describes th: 
properties and use of Santocel, an 
additive for greases. It tells how the 
material is capable of transforming 
a fluid oil into a lubricating grease 
Data which has been ascertained in 
tests is given as well as information 
yn the preparation of the greases and 
the effect of different oil stocks 
Physical properties and chemical an 
alysis of Santocel are given. Monsan- 
to Chemical Co., Merrimac Division 

Circle No. 25 on Reply Card 


Tire Changing Tools 


(Service Station) 


Bulletin describes a tire changer 
which is said to remove tires quickly 
and safely from any rim. One 
is said to handle all sizes of 
ger car tires, the other is made for 
truck tires. Manufacturer says the 
equipment mounts or dismounts tires 
n 30 seconds Loaders and 
Stackers, Inc 
No. 26 on Reply Card 


model 
passen- 


Coats 


Circle 


Shaft Couplings 
(Bulk Plants, Terminals) 


4 six-page folder 
facturers line of couplings 
necting pumps to motors and 
similar shaft connections. A 
ed design accommodates misalign- 
nent and allows for different loads 
Engineering data and sizes are given 
The Falk Corp 
No. 27 on Reply Card 


describes manu- 


for con 
other 


patent- 


Circle 


Expansion Joints 
(Bulk Plants, Terminals) 


Two types of expansion joints for 
pipe lines are described in detail in 
a new folder, Complete engineering 
data with drawings, tabulations show- 
ing sizes, prices, pressures, and di- 
mensions are given. Methods of pack- 
ing both types and lubricating the 
packing are shown. Yarnell-Warning 
Co 


Circle No. 28 on Reply Card 


Metallurgical Brochures 
(General) 

Two brochures have been prepared 
on cast steels and copper base alloys 
to help piping problems and 
conserve critical materials by getting 


solve 


maximum service from equipment, 
manufacturer says. The data deals 
with basic problems of metal sound- 
ness, porosity, welding, graphitiza- 
tion, creep strength, new alloys, code 
conformance and other subjects 
Lunkenheimer Co 
Circle No. 29 on Reply Card 


Inspection Manual 
(General Application) 


The National Fire Protection Assn 
has completed a pocket manual for 


inspecting plants and equipment. It 
contains data on special hazards, 
building construction and life safety 
Oil burners, flammable liquids and 
fire extinguishers are covered in ad- 
dition to general subjects such as 
plant organization for fire safety, 
housekeeping and sivrage. Non-oil in- 
dustries also are covered, but much 
of the material applies to all types 
of business. Copies are available at 
$3 each from the National Fire Pro- 
tection Assn., 60 Batterymarch St., 
Boston 10, Mass 


Best lift for 
lubrication jobs 


Fastest loading and safest of all lifts, a 
Rotary Roll-On 


All the operator has to do is to 


will handle any old or 
new car 
the car on the broad runways 

As the lift 
lock 


the 


drive 
no axle supports to position 
chocks 


Tool Shelves at each end of 


rises, wheel automatically 
Handy 
lift are an added convenience 


For smooth, trouble-free performance, 


Roll-On 


the 
elim 
leaking 
draulx 
Wiper and the 
trol 


Rotary 
Air 


has 


nost service stations choose the 

with the 
Jack (no external tank It 
famous Air-Bleeder 


jerky 


sel{-combined 
jrauli 
Automat that 


nates air pox kets, 


Other 


and 
Au 


Pressure Seal 


action, 
features of the 


the 
Airdraulic 


oil 


jack are new 
Low-Oil Con- 


optional at slight extra cost). 


ee ROLL-ON LIFT 


WITH AIRDRAULIC JACK 


Write for new catalog 


ROTARY LIFT CO., 
1045 Kansas 


Memphis 


> 
“> 


Tenn. 
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tors as a field engineer, and he served 

PERSONALS 12 years as a sales engineer for the 

Pure Oi] Co. Mr. Pusey’s services 

Mr will be available to oil and trans- 

portation companies concerned with 
automotive problems 





Munro Corbin has been elected the company and will replace 
ontroller and I. C. Rowe, secretary Munn at Corpus Christi. Paul A. 
f Rockwell Manufacturing Co. J. E Wick has been named assistant t 
Ashman, vice president and former the president of Rockwell 

ontroller, has been placed in charg: 7 - = 
of the company’s power tool divisions New automotive service rep 
Other changes made by Rockwell resentative of the eastern district 
include the transfer of M. F. Groom office of DuPont's Petroleum Chem 
from New Orleans to Houston and cals Division is Frank Pusey. He pre 
R. J. Munn from Corpus Christi t viously had spent two years with 
Houston. W. A. Randle has joined the Allison Division of General Mo- 


and all pumps are not alike! 


Mr. Burns Mr. Wharton 
William A. Burns, Jr., vice presi 
dent and sales manager, and J. B. 
Wharton, Jr., vice president and treas 
surer, have been elected directors 
of The Trailmobile Co, Mr. Burns 
heads up the company’s sales opera- 
tions throughout the nation. Mr 
Wharton joined the company in 1949 
Trailmobile also has appointed 
three new branch managers and has 
set up a new factory branch in Hous 
ton. John D. Parobek, formerly in 
the company’s sales management de 
partment in Cincinnati, is the new 
branch manager in Houston. Thomas 
Peacock, formerly manager of the 
company’s sub-branch in Greensboro 
N. C., has been named branch mar 
ager in Charlott« N. C. Robert 8S 
BB A: first glance, a pair of graceful skaters may look Sawyer, formerly resident salesman 
for the company in Amarillo, Tex 
alike. But on close examination, when you get to know has been appointed branch manager 
allele -" 

them better, there is a difference. a ee 

Chadwick, | 

the board 


It's the same way with rotary pumps. INVADER Pumps 
look just like the pumps you have been using. They will 
fit your equipment with no expensive changes in piping 


or mounting. The difference is on the inside 





ve 


Here's the reason why INVADER Pumps per 
form better longer. The new and improved INVADER 
CONSTRUCTION 


tooth design provides a positive seal 


and roll 
meg contact assures you of service you 
could never get with the old-style construc 


non. Less down time, fewer replacements and OLD STYLE 


reduced power costs! CONSTRUCTION 


Ask Y our Equipment lobber, or Write for Full Details and Prices 











Mr. Burdorf Mr. Layritz 


Harold H. Layritz, sales 
rhe A enheimer C 
\ his 30-year service 
presentation during the « 
pany’s annual international sales cor 
vention held recently. H. A. Burdorf, 
vice president in charge of sales, a 


1719 EAST 39h STREET © CLEVELAND 14, OHIO 15-year veteran, presented the award 
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Earl Burr, vet- 
eran Midwest oil 
recently or- 
ganized the Burr 
Equipment Sup- 
ply Co. of 2279 
Hubbell Bivd 
Des Moines 
which is handling 
a full line of pe 
troleum equip 
nent the Iowa 
trading area. Mr 


man 


ep sent 
‘ El Dorado 

Refining Ce n Des Moines for nine 

vears, and then Calumet Refi: . 

or six years in Iowa and 

other Midwest stat 


Two new regional sales anagers 
have been named to the staff of Aro 
Equipment Corp 

Hal Fryer, formerly with the Da- 
vison Automobile Chemical Corp., 
will serve as Aro’s Midwest regional 
sales manager. Harold J. Hill, for- 
mer field representative with Alemite 
Corp,, will serve as eastern regional 
sales manager. 


Henry Rowold, 
vice president of 
the Mack Motor 
Truck Corp., has 
been appointed 
manager of the 
company’s dis- 
tributor sales di- 
vision He will 
supervise all 
Mack distributors 
in the U 8 
Canada and Mexi- 
co Mr Rowold 
has been with 
1919 and formerly 
of national accounts in 


Mr. Rowold 


the company since 
was manager 
New York 


Howard N. Simms has been named 
director of welding development and 
quality control of Black, Sivalls and 
3ryson, Inc. He has been with the 


mpany since 1936 





EXCEL-SO 


CALIBRATING TANKS 


for displacement meters 
Any capacity Any 
Specification 

Ww te F ~ 


WARNER LEWIS 
Company 


PO. BOX 30968 @ 


TULSA, OKLA 


HANNAY 
HOSE REEL 


WITH Explosion-Proof 


hte ite 


Specifically developed 
by Hannay to overcome 
the danger factors here- 
tofore associated with 
electrical rewinds. 


tell 
tic users 
Entre ‘ke especially 


Especially designed explosion- 
proof heavy duty motor, Un- 
derwriters Approved. 


Can be connected through 
conduit for sealed, safe in- 
stallation. 





Push button control. 


Motor integral part of reel; 
needs no attention, 


No gears to shift; no clutch to 
engage. 


Compact, durable, dependable. 


Simplicity of construction 
and operation reduces 
maintenance costs to mini- 
mum. 


*U.8. Pat. N 2.4% 


Patented, 1950. in Canada 


1950C.8.H.&S. Inc. 


T LAST ... a new Hannay-quality 

hose reel with truly explosion- 
proof electric motor. Particularly 
advantageous for use in fuel oil, 
gosoline, fire fighting and similar 
installations. PROVEN SAFE and 
efficient in exacting factory and 
field tests. 


The Hannay Electrically-Operated 
Hose Reel can be supplied complete 
with approved junction box, push but- 
ton switch, tubing, fittings, cable, twin 
wire, solenoid switch, connectors, termi- 
nals, and special insulating tope. It 
comes in all models except the Hannay 
"16-17" and “14-17” series for tank 
truck installation, and in practically all 
AC and DC voltages. 


ASK YOUR DISTRIBUTOR 


or write for informatior 


wANNay 
HOSE REELS 


CLIFFORD B. HANNAY & SON. |}. 

















/} 
iT FITS) |SMUGLY 
, 


J 
NOZZLE 
PLUG 


Prevents Spillage 


For Nozzle Tubes 
from 1%” 
to 1-5/8” O.D. 


$1.75 ea. 


Dealer Inquiries 
Solicited 


RICHFILL NOZZLE PLUG CO. 
S. E. C. 39th & Market Sts 
Philadelphia 4, Pa 











“PHILLIPS” 


Your ‘Buy Word" 
for DEPENDABILITY 


Since 1919 the PHILLIPS Trade 
Mark on Hand Operated Service 
Station Dispensing Equipment 
has been a hallmark of quality 
and dependability—a reputation 
constantly maintained through 
the years 


Write Today 

For Catalog 
showing the complete 
line of PHILLIPS Hand 
Operated Pumps, Tank 
Units, Grease Dispen 
sers and other Service 
Station Equipment 


PHILLIPS PUMP & TANK CO. 
1432 Stete Avenue 
A Cincinnati 4, Ohio 


—_ West Coos? Office 
2649 Hunter St 





Los Angeles 21, Californie 
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A. William Fraser has been named 
Midwest sales manager of Worthing- 
ton Pump and Machinery Corp. He 
formerly was general European man- 
ager 

> ae 

Walter R. Jarrett has joined the 
sales organization of Bingham Pump 
Co. He will have St. Louis as his 
headquarters 

> > . 

Guy George Gabrielson has been 
elected president of International 
Metal Industries, Ltd., succeeding H. 
W. Knight, who continues as a mem- 
ber of the board, Internationa] Metal 
Industries is the holding company for 
John Wood Co. Mr. Gabrielson is 


head of Carthage Hydrocol, Inc., and 
is chairman of the board of Gama 
Industries, Inc. He also is chairman 
of the Republican National Commit- 
tee 

Victor Mauck has been elected 
chairman of International's board, 
succeeding the late A. L. Ellsworth 

> . > 

Thomas M. Dwyer, former chief 
engineer at the company’s Chicago 
plant, is the new manager of the 
New Orleans plant 

In another change, Norman D. Rice, 
formerly manager of the New 
Orleans plant, has been appointed 
chief engineer in charge of research 
and development at Chicago 


Reflective Sheeting for Accident Prevention 


NE, 


ER AERO 


SOLINE 


REFLECTIVE COATING has been applied by Jenney two 17 


© a ®) bo 


trailers and 12 trucks 


and they are now applying the sheeting to the front-end of 22 tractors 


Rear-end collisions on the highway 
at night are said to be reduced by 
making tank trucks and other ve- 
hicles “glow” in the dark as shown in 
the above illustration of a Jenney 
Manufacturing Co. tank truck. The 
lighting effect is accomplished 
through the use of reflective sheeting 

Three advantages are claimed for 
making the vehicle “glow 

1. It will make a stalled or slow 
moving vehicle visible at greater dis- 
tances at night 

2. The reflective sheeting would be 
visible to approaching drivers despite 
high-beam opposing headlights 

}. It would enable the approaching 

er to judge more quickly and a 
irately how much he should slow 
lown 

These advantages were stressed by 
Donald A 

llege driving 


Hoppe, of the Iowa State 
laboratory, before a 
meeting of th 


Board 
One of the manufacturers of re- 


Highway Research 


flective coating states that a number 
of oil companies have ordered the 
material Among them, besides Jen 


ney, are: Belcher Oil Co., Miami 
Southern Transportation Co., Charles- 
ton, S. C.; Oil Carriers Inc., Cleve- 
land; Petroleum Carriers Corp., Minne- 
apolis; Schirmer Transportation Co 
St. Paul Ruan Trasport Co., Des 
Moines; Willet Transports Inc., Chi- 
cago; Tresler Oil Co., Cincinnati 
Esso Standard Oil Co. of Louisiana 
Humble Oil Co., Franklin, La.; Gross 
Oil Co,, Decorah, Iowa; The Texas 
Co. of Louisiana; Socony Vacuum Oil 
Co., Franklin, Pa.; and Oil City Re- 
finers, Cleveland 

The use of reflective coating is said 
to be comparatively inexpensive and 
in addition to its safety features has 
advertising value 

The reflective sheeting is a plastic 
material coated with tiny glass 
spheres; light from auto headlights 
at night is reflected back through 
the millions of tiny glass spheres 
which focus the reflection directly 
back toward the source of light 

The company who furnished the 
data for this story on reflective coat 
ing is the Minnesota Mining & Manu 
facturing Co 


NATIONAL PETROLEUM NEWS 
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NEWS OF MANUFACTURERS 


Axle Plant Being Built 


Timken-Detroit Axle Co. has be- 
gun construction of a plant for the 
manufacture of axles and transfer 
eases for military trucks. The fac- 
tory is located at Newark, Ohio. The 
added capacity is required to supple- 
ment present facilities to meet in- 
creased needs of the Army, company 
says 

The new plant will have about 360 
000 sq. ft. of floor space. Plans call 
for completion in one year 


Represents Filter Company 


Betz Engineering Sales Co.. New 
Orleans, has been appointed to rep- 
resent The Hilliard Corp., New York 
Company will cover the territory of 
Louisiana, Mississippi, and Southern 
Arkansas 


Sells Can Seals 


American Metal Barrel Co. has 
been appointed distributor for Upres- 
sit Products Corp. in the St 
territory 


Louis 


Moves Tank Trailer Office 


Fruehauf Trailer Co. has moved the 
headquarters of its tank trailer divi- 
sion from Omaha to Detroit, Lewis H 
Thomas, manager of the division, al- 
so has moved to Detroit and will be 





LARGE 
Oil Co 


SIGN Shell 
station in Mamaroneck, N. Y., is 
Made of Plexi 
illuminated by six 48 


fabricated for a 


eight feet in diameter 


glas, the unit is 
tubes. It stands 
and made by the 


Plastics Mfg. Co 


and six 72° fluorescent 


21 high was Steimer 


MARCH 21 


ym the staff of C. L. Schneider, vice 
president in charge of sales. Mr 
Thomas has directed expansion of the 
company’s tank construction activi- 
ties from one plant at Omaha to 
three, with the other two plants lo- 
cated at Ft. Wayne, Ind. and 
Angeles, Calif 


Los 


Distributes Hose Reels 


Power Reels, Inc., Buffalo, has as 
sumed control of all patterns and 
equipment formerly held by the R. H 
Wishman Co., and was organized to 
supply, distribute and promote sales 
of hose reels. R. H. Wishman is presi- 
dent, Frank E. Pritchard, vice presi- 


dent, and Donald J. Walker, secre- 
tary-treasurer and genera! sales man- 
ager. The R. H. Wishman Co, will act 
as western New York jobber for the 
company's power reels, Increased de- 
mand for hose reels has made the 
formation of the new company nec- 
essary, Mr. Walker says 


Expands Valve Research 


Minneapolis-Honeywell Regulator 
Co. has expanded the engineering per- 
sonnel and departmental facilities of 
its Valve Division at Philadelphia by 
400%. The expansion is part of a 
program which includes research into 
and development of new industrial 
valve designs, developing applications 
for new and existing products, and 
speeding production and deliveries 


NEW, AIR-OPERATED 
EMERGENCY VALVE 


Petroleum haulers have long wanted an air 
operated emergency valve. Here it is—-and 
every bit as fine as all the other Philadelphia 
Valve products, which have served the indus 
try for so many years 

This a compact e Ibow type vaive made in 
both 3” and 4 
or get out of kilter. There's no stufing box to 
ve repacked or tightened 


sizes. There's nothing to rust 
You can mount the 
tank truck equipped 


will never 


valve on any 
brakes ut 


with air 


interfere with normal 


brake operation. Air cylinder can be removed 


2s a unit. Compact control mechanism can be 


of truck 


gives instant, full 


conveniently located at side or rea 


Finger tip operation flow 


The bonnet and piston assembly can be re 


noved, in a matter of minutes, with the use of 


an extractor wrench which is 
through the manhole cover 


net eliminates the 


ope rated 
This type of bon 
necessity of steaming and 
getting into the tank in order to replace the 
disc 


It saves many costly hours of servicing 
time! 


Our mechanically operated emergency 
valves also provide this feature.) 
Multiple 
combination of valves 
Massachusetts 
opened at one time) 
This valve reason why you'll 
want to standardize on Philadelphia Valve 
Company firet im the 
fast unloading 


Two types ‘any single valve or 


can be opened at one 
time? ; 


only one valve can be 


i one more 


equipment industry 
long life 


for economy safety 
send tor 


leseription of the full line 


trouble-free 
170 tor 


with engineering drawings 


performance catalog 


illustrated 


PHILADELPHIA VALVE COMPANY 


3415 ARAMINGO AVENUE, PHILADELPHIA 34, PA. 


PACIFIC COAST DISTRIBUTORS 


Ol Marketing Equipment Co., 325 Fremont Street, Son Francisco 5, California 
Howerd Supply Co. 5125 Senta Fe Avenve, los Angeles |!, California 
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7 thr ITALY O7l ( ompoundes 1d ho 
wants to make high quality oils 


at minimum treating costs 


COMPARE 
ORONITE ADDITIVES 


ORONITE 
CHEMICAL 


Few Consignees Are Shifted 
To Jobber Status by Shell 


NEW YORK-—Shell Oil Co. shifted 
a few consignees to jobbers recently 
PETROLEUM NEWS learned 
last week. The moves, however, ap- 
parently do not reflect a new policy 
but were part of a continuing pro- 
gram of reviewing operations. Re 
ports in the trade had indicated that 
the recent shift was widespread, but 
this appears to have been due to the 
fact that by coincidence the few 
changes were made at about the same 
Other news on Shell marketing of 
erations, came from President H. 8 
M. Burns, who told the *~w York 
Society f Security Analysts March 
13 that his company plans no ex 
pansion of its marketing territory a 
the present time. Instead, Mr. Burns 
asserted, Shell will work toward in 
creasing product sales within its 
present marketing area 


January Station Sales Show 
Increase in Dollar Volume 


WASHINGTON ~ Dollar volume of 
service station sales in January of 
this year increased from January 
1950, in 10 of 11 cities checked by the 
Census Bureau. Pittsburgh showed 
the only decline 

However, volume was generally 
down in January compared to De 
cember, 1950. The report is only a 
sampling of stations, since it covers 
about 250 outlets whose sales rang* 
from $50,000 to $75,000 annually, and 
miy independently owned or operated 
no company) stations are included 


(Change in Dotlar Sales 


Jan 
tes! 
from 
dan 
1950 
10 
i! 
10 
11 
21 
14 


Brand Name Use Restricted 


LOS ANGELES Urich's Serve 
Yourself Stations, Inc., will hence- 
rth be the only outlet for oil prod- 
ts sold under the brand name 
Ben Hur,” following cancellation of 
ense formerly allowing Ben Hur 
ning Corp. of Long Beach, Calif 
ise the trade name 

The latter company will i » fu 
e operate *ka Oil Co., and 
be in nm way connected with 

ich’'s Serve fourself Stations 
s affilia ‘ é 2 ch's, head 


1 by Geor » 4 ich < erates 2 
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Mr. Esser 


As vice president of Suburban Fu 
Oil Service, Inc., Mt. Vernon, N. Y¥ 
34-year-old P. lolee ) «=Esser = acts 
as general manager of a company 
that distributes 30 J 
fuel oil and 2', 
line annually 

Although Suburban Fue! Oil 
ce was started in 1927 by his father 
Mr. Esser can take credit for organ 
zing Suburban Service Stations, In« 
the gasoline and lubricants part of the 
business. Concerned with the sum 
slump in the fuel o 
realized the need for 
tivities, so after hi d 
the Army in 1945 

ne distributorship. Today 
pany 
ver a hundred comm 


million 
million gals 


Serv 


busine 


additi« 
started 


serve 12 servi 


Regarding the 
eration, he says It is my personal 
opinion that an Independent petr 
eum jobber ar miy exist by virtue 
of his rendering the naximun 


amount f personal service ti the 
with the l 


and efficient type of 


ust 


mers 
uur marketing area my 

rectly with about a dozen major oi 
companies as well as hundreds of ir 
lependent jobbers and distributors of 
all sizes and 
exist and make a living in this mar 
ket only as long as we can 
to operats 
ficiently than these competitors, and 
at the maintain high 
standards of se 


description We can 


ontinue 


as efficiently or more ef 


same time 


A graduate Choate School 


and Princeton University, class of "38, 
Mr. Esser wanted to be a petroleum 
geologist, but due to the illness of his 
father, he felt it necessary to enter 
the family business. Starting as a 
clerk in the credit department, he 
subsequently worked as a retail sales- 
man, truck dispatcher, barge dis- 
patcher, tank gauger, assistant ter- 
minal superintendent and wholesa‘e 
ealesman. His oil jobbing career was 
temporarily interrupted when the 
Army called him to active duty in 
1942. Most of his army career was 
spent with the fuels and lubricants 
division of the Quartermaster Gen 
eral and at the time of his discharge 
in 1945, he was a Captain in charge 
f petroleum purchasing for the Jer 
sey City Quartermaster Depot. He 
says this experience has | n 
valuable to him 


ve 


President of the Wectchester Oil 
Trade Asen., and vice chairman of the 
Westchester County OIIC, Mr. Esser 
takes an active part in local govern 
ment, believ.ng it is one way “to ir 
sure the best posrible government 
locally, which in turn will result in 
better government on a state and na 
tional leve!.” He is vice president of 
the Westchester County Young Men's 
Republican Club, and a Republican 
committeeman representing the 31st 
district of the town of Greenburgh 
He has founded and been president 
of several political organizations 

Married since 1941, he lives with 
his wife and two small children in 
Hartsdale, N. Y 

Suburban Fuel Oil 
and operates three water ter 
tye, Mt. Vernon and 
“ity. Storage capacity 
nals is over seven millio 


Servi 


The company distr 


Alan B. Clark os 
ager of Canyon O 

D 

Mr. C‘ark tells u 

’ two bulk plants ar 

ations during 1950 The 

1940 now 
bulk 


amount- 


pany, which was started ir 
has 22 tion outlets and five 
plants, with yearly gallonas 
ing to 2 rn 

Dr. F. S. Howe is presicent f 
Canyon Oi] and Mrs, Laura Newell is 


lion pels 


vice presicer 


Walter Prahl, Prah!i Oil Co., Murdo 
S. D., recently built a new lube room 
ffice, cafe and utility room. He also 
has a new two story warehouse 

Mr. Prahl is chairman of 
county OIC, and chairman of the 
West River Crippled Children's Hos 
pital, which is built at Hot 


Jones 


be ing 


Springs, S. D. He is a member of 
the local business men's club, city 
council, the Great Plains Highway 
National Assn., and the Highway 
UL. S&S. 16 Assn 

. . . 

Baril B. Crooks, C-B Oi) Co... Nampa 
Idaho, organized his company in 1921 
He has added some new motor oil 
lines, and now carries Pennzoil, 
Quaker State, Conoco, Havoline and 
Texaco motor oils 

Mr. Crooks is a secretary of the 
Exchange Club, a member of the 
Lions club, a member of the Cham- 
ber of Commerc and director of the 
Rodeo Board 

L. P. Howard, Home Oi! Co., Plain 

lie, Kans., recently bought a bulk 
vant and service station, which he 
1947 

Mr. Howard is secretary treasurer 
f the Chamber of Commerce, is on 
the board of directors of the Lions 
Club, is a Lions Club representative 
for the Boy Scouts and a volunteer 
representative for the State Employ 
ment Service 


las been leasing since 


T. Nicholas Bath has been appoint 
ed chief lubrication engineer for Bat 
tenfeld Grease & Oil Corp 

A graduate of the University of 
Illinois, class of '29, Mr. Bath was at 

one time a chem 
ist for the Penn 
sylvania Petro- 
leum Co and 
the Kansas City 
Testing Labora 


Battenfe 


Mr. Bath 


John H. Goshorn has bee 


appoint 
Asphalt 
headquarters in Cin 


strict engineer for the 

ute with 
a Mr 

ers Ohio Indiana 


Goshorn's district cov 
Michigan, Ken 
tucky and West Virginia. Mr. Gos 
formerly assistant chief 
engineer of Ohio State Testing and 
Research Laboratory 

Albert H. Hinkle, former senior en 
gineer of the Institute's district en 
fineering staff, has been p°omoted to 
ivision engineer 


n was 


» ea 

S. C. Skillern, a partner in Camas 
O11 Co., Lewiston, Idaho, is a director 
f the North Idaho Children's Home 
Finding Society, the Boy Scouts and 
the First Federal Savings and Loan 
Ass 
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FIVE PAST 


Julius Sety 


PRESIDENTS of Wise 
of Cu 


IS 48) 


lahy (194 


Stoughton (194 


DIRECTORS OF 


Anniversary 


WISCONSIN PETROLET 
onventhm m 


Milwaukee 
( larre, 


The 
# Germantown, | 
tte. Mr. Kasser 


Lavern Nhaetzel « 
Marine 


and M 


NEWLY 


ELECTED OFFICERS 
kee « 


mvention 
tre Mr 
La 


{ Wisconsin 
King 
Breuch 


with Kenneth ¢ 


(lett) 
riahe t Macls 


Don ¢ 


Aing) A. ¢ 


Crosse, presider 
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M 
ire 


Re 


secr 


Petroleum 


Norman Ott of 


ASSN 
(left 


im 


execcuuve 
c 


Ripon, s 


ary 


Assn. get 
Milwaukee 
2), and Dale 


together at 


(1940-1941) 


are snapped at the recent Silve 
w right) John |. Kaiser of 
mon of Middleton and Don 


Vever 
re-elected wo the t 


moard 


nh. pose at re 


They 


t verett 


cent Milwa 
(let 


Yer! 


secretary are 
treasurer 


Ke presiden 


recent 


George A 


Andrews of Kaukauna (1949-1950) 


latural gas 
two 

Ceeorge 
natural 
M 


Milwaukee convention 


They are 
Buth of 


(left to right) 
Appleton (1944) 


M. H. Teige of 


M. Darwin Kirk has 
vice 
torney 


been appoint 
t general at 
Mr. Kirk, a 
University of Okla 
had with Barnsdal] Oil 
since 1932 and at the the 
2 


sarnsdall mer 


president 
Sunray 
of the 


and 


at Oil 


graduate 
homa been 
time 
held 
president w 


of 
the 
Ba 


Sunrey ger 

ce ith 

y Vice 

old W. who 
the gas-gasoline 

epartment and R. E. 

general 


president 
Manley, 


lent and su 
Sunray's 
t Mr 
both 


California 
Manley 
Vice 


’ 


of the 


Henry Feltgen, pri tainbo 
ou c Dubuque, lowa, has purchased 
a warehouse, formerly owned by In 

Standard Mr Feltgen has 
new and has 


ident of 


liana 


built offices made im 
provements 


facilities 


in company 
$100,000 
has also added two TBA 
ers and car 
Bernard M. Hahey, 
er of Rainb 


amounting to 
He 


items 
seat undercoating 
secretary treas 
started with the 


attend 


Oil 


pany 


nt t the 


is a service 


station 
He has beer 


retary and tre 


4 age f 16 
ai anager 


x ' se | id 
since 1943 


ym the 


onal 


t board 
Nati Council 
rruck Owners, In 


* . 


Phillips Petre 
line 
separate 

P. Bunn 
gasoline 
Rippel, 


lepartment 


leum 


and gas divisi 
lepartments 
as manager 
lepartment 
anager of the 


of 


an 
IY 


nature 
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Milton F. Barkow, president, Bark- 
ow Petroleum Co., Upland, Calif., in- 
forms us that he has installed addi- 
tional storage facilities of 50,000 gals 
capacity at the company’s Richmond, 
Calif. plant. This brings Barkow Pe- 
troleum’s total storage capacity to 
750,000 gals 

Other officers are Emory M. 
Barkow, vice president and treasurer 
and R. Bruce Findlay, secretary. Mr 
Findlay is a judge in the Superior 
Court 

Barkow 
cating oils 


Petroleum handles lubri 





COMING MEETINGS 


APRIL 


Western Petroteum Kefiners Assn annua 
meeting, Plaza Hote Sar Antor Tex 
\pril 2-4 

(il-Heat Institete, annua nvention and Na 
tional O11 Heat Expositior Navy Pier. Ch 
aK April 2-6 

American Petroteum Institute, Division of Pro 
ductior Eastern Deshier-Wallick 
Hotel, Columbus « April 3-5 

American Assn. of Battery Manufacturers, 
Fairmount Hotel, San Franciseo, April 4-6 

National Tank Truck Carriers, third mid-year 
meeting, Boca Raton Clut Boca Raton 
Fila April 5-9 

American Petroleum Institute, Lubricatior 
Committee Book - Cadilla Hote 
April 9-10 

Michigan Petroleum Asen., Detroit 
t Detroit Apr 10-11 


District 
I « 


retroit 
Leland H 


Association of Eastern Petroleum Credit Man 
agers, annua meeting New York Apr 
6-18 
American Society of Labrication Engineers, 
ational convent Bellevue-Stratford Hotel 
Philadelphia April 16-15 
National Petroleum Asen., Hotel Cleveland 
eveiand. Apr is-2 
American Petroteum Institute, Livisior f Pr 
Mountair District Gilad 
April 19-20 
Petroleum Assn., Inc 
Hot 


th Bend 
Natural Gasoline Assn 
neeting ayo Hote 


Interstate Off (Compact 
la Fonda H 


America annua 
spring 
April 26-2s 

American Petroteum Institute, 161 
neeting, Divisior Refining, May 


Apr » May 
MAY 


Hierida Petroteum 


eeting 


Marketers 


Pet 


Assn 
Hote 8 rat 
‘ 
National Dixie Distributers, Phoenix 
May ) 
Pennsylvania Petroleum Assen... spring 
Bedford Springs, Bedford, Pa May 
independent Petroleum Assn. of Americ 
year directors meeting Cosmopolit 
venver, May 7-5 
National Fire Protection Assen 
« Statier Hote Detroit 
American Petroleum Institute 
luction. Pacific Coast . 
*, May 10-11 
North Carolina Oi) Jobbers Asan 
“ Carolir Pinehurst 


fote Los Ar 


11-12 
(il Heat Institute of New Enctand 
Bradford Hote Bost 
Virginia Petroleum Jobbers Asan 
meeting. John Marsha Hote F 
May 17 
Virginia OF Men's Asean 
Marshall Hotel. R 
Tennessee OF Men's 
Patten Hotel, Chatt 


neeting 


Pempire State Petroleum 
Statier, Buffalo. May 2 
on Industry Information 
Palace Hotel, Denver, May 21 
American Petroicum Institute 
Marketing mid-year ee 
or May 28 


Mr. Watson Mr. Goodykoontw 


R. O. Goodykoontz is the newly 
elected OIIC state chairman of Vir- 
ginia and E. B. Watson is the new 
OIC state chairman for West Vir- 
ginia. 

Mr. Goodykoontz, assistant division 
manager for Esso Standard at Rich- 
mond, has been active in the OLIC 
for the past three years, and served 
during 1950 as vice chairman of the 
Virginia committee 

Mr. Watson was district manager 
for Guif at Charleston. He was a 
member of the West Virginia OIC 
and speakers’ panel during 1950 


Dr. W. S. W. Kew, chief geologist 
of California Standard has retired 

W. F. Barbat, assistant chief geolo- 
gist at California Standard since 1946 
will succeed Dr. Kew 


Bryant F. Kenney is chairman and 
managing director of the newly 
formed Standard-Vacuum Refining 
Co. of South Africa, Ltd., which will 
construct a 10,000 b/d refinery at 

Durban, South 
Africa 
Mr. Kenney 
was formerly as 
sistant 
superintendent of 
Eesso's Sayway 
refinery. A grad 
uate of Massa- 
chusetts Institute 
of Technology 
class of ‘30, he 
Esso 
Standard as a 
tudent engineer 
He has been with Standard-Vacuun 
since January 

Mr. Kenney will have his headquar 

ters in Durban 


general 


joined 
Mr. Kenney 


O. H. Ingram of St. Paul and Nash- 
ville, president and director of Wood 
River Oil and Refining Co. of Minne- 
sota, has been made a director of 
the Standard Fruit and Steamship 
Co 

i 

Archie M. Paine has resigned as 
president and director of the Petco 
Corp. of Milwaukee, which markets 
Clark's Super Gas, and the Green 
field Land Co. and at present is busy 


operating his farm 
in Waukesha, Wis 

Emory T. Clark of Milwaukee has 
acquired Mr. Paine's interests in Pet 
co, Greenfield Land and the Monee 
Pipe Line Co 


Acres of Paine’ 


> >. > 

Pat Joyner, operator of Joyner’s 
Esso Service at Memphis, Tenn., is 
assistant director of Civilian Defense 
for Memphis, and is on the speakers 
committee for the Civilian Defense 
Council He is a member of the 
board of the Memphis Cotton Carni- 
val, commander of American Legion 
Memphis Post 1, and is a past presi- 
dent of the Memphis Junior Chamber 
of Commerce 

Mr. Joyner started in business in 
1941. He carries a TBA line, and re- 
cently added a tire repair department 
to his company 

. . 

Harry W. Graves is now manager 
of Kentucky Standard’s Georgia di- 
vision, replacing W. 8S. Sutherland 
who retired after 32 years 

Mr. Graves, who started with the 
company as a clerk in 1926, is for- 
mer assistant manager of the Georgia 
division 

W. Henry Maddox, Jr. 
Mr. Graves as assistant division man 
ager 


succeeds 


*“* 

Mrs. Helen Denny, wholesale agent 
for Union Oil at Winslow, Arizona, 
is taking an active part in the West 
Coast oil industry's public relations 
program as a member of the Wins- 
low-Holbrook-Showlow Oil Informa 
tion Commtttee 
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Oil Jobber B. Bruce Cook Heads Arkansas Marketers 
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then purchases 
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EATON 
AXLES 


Truck operators who do most or all of 
their driving on poor roads find Eaton 
2-Speed Axles almost indispensable. 
They need extra pulling power under 
such conditions—and Eaton gives it to 
them by doubling the conventional 
number of gear ratios. When roads are 
bad, when climbing stiff grades, or 


when starting under full load, drivers 
use "low low". When highballing, they 


“es 


alg 


Division 


make better time because they can shift 
into “high high". Between these two 
extremes, drivers have a choice of 
several ratios to meet the demands of 
road and load conditions. 

And Eaton 2-Speed Axles last for the 
life of the truck, because of exclusive 
planetary gearing, positive lubrication, 
and other features which your truck 
dealer will be glad to show you. 


EATON MANUFACTURING COMPANY 
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Mister Carefree 
Purelube in his motor 
motor off his n ind 

that im 


Thousands 


are getting that 


with 
and his 
He's got 


sure ic 


sure feeling! 


Great new motor oil, great new advertising build 
repeat business for Pure Oil jobbers and dealers 


One year ago, on March 15, 


introduced new Purelube 
In twelve 


1950. 
the 


The Pure 


sure motor oil. 


Oil Company 


months Purelube has been enthusiastically ac- 
cepted by old customers, requested repeatedly by many new 
customers. The result: Pure Oil dealers 
seen their o1/ ratio go up even 


and 
while the 


jobbers have 


average for the 


industry was going down! 
The reasons for this consumer 


r acceptance 
irelube is a t It bears the 


is simple 
brand name 
And it has been backed 


P top-quality product 
f a well-known, respected company 
y powerful al helps 
Pure ivertising support will be continued in 1951 
twork television and network radio program 
hard-hitting ads in local newspapers 


advertising and promotion 


lube ac on 


with big, 
with highway 
ind colorful tie-in displays on dealer driveways 


r Pure Oil jobbers 


pt ysters 


Small wonde 
‘sit 


w o—™ 


and dealers are 


surer than 
ever in 


"Be sure 
with Pure” 


Mr. Confident 
new Purelube 


ine tox 


@ New Purelube is premium quality-PLUS, 
and meets all requirements where “heavy- 
duty’ oil is recommended for passenger cars. 


@ laboratory tests and road tests have 
proved Purelube superior, not just in one or 
two qualities, but in the whole combination 
of qualities needed to keep a modern en- 
gine clean and efficient. 


@ Pure Oil dealers and jobbers also profit 
from Purelube greases, gear lubricants, 
automatic transmission fluid—and from 
Purol H.D. oils for hard-working tractors 
and trucks. 


THE PURE OIL COMPANY 





